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mikrolCD - Hardware In- 
Circuit Debugger on-board 
enables easy debugging 


User-Friendly 
PIC development 
system 


PIC 


ELF PETI | 





ESSET 





| 0 | mikrolCD (Hardware In-circui enables 
very efficient step by step debugging. Examplesin , ^ , | and 
language аге КИИ with the pone. EasyPIC5 comes us the spem od 
documentation: EasyPIC5 Manual, PICFlash2 Manual and mikrolCD Manual. Also 
EasyPIC5 is delivered with USB and Serial cables needed for connecting with your 
РС. 














= дае -— ا‎ Evolving product features and modern input design require 
ү the use of touch screens. The 

with connector available оп ЕаѕурРІС5 is а 

with the ability to display and receive information on the 

E: same display. It allows a display to be used as an input 
device. Simple installation onto the face of a GLCD for easy 


4*4 л connection to EasyPIC5 board with built-in Touchscreen 
D 





Controller and Connector. 
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SOFTWARE AND HARDWARE 


SOLUTIONS 


FOR EMBEDDED WORLD 


Find your distributor: UK, USA, Germany, Japan, France, 


rr jmikroElektronika 


DEVELOPMENT TOOLS | COMPILERS | BOOKS 


Greece, Turkey, Italy, Slovenia, Croatia, Macedonia, Pakistan, 
Malaysia, Austria, Taiwan, Lebanon, Syria, Egypt, Portugal, 
India, Thailand, Taiwan, Czech and Slovak Republic. 
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Rejected! 


| am often asked why such and such 
an article proposal was rejected for 
publication in Elektor and methinks 

it’s a good idea to use this space to 
explain a bit about the background. 
First, however, | should mention that 
unlike some of our competitors, Elektor 
does accept articles from anyone 

from anywhere, which is another way 
of saying that making it into print 

and reaching a million or so fellow 
enthusiasts or industry workers via a 
multi-lingual magazine is not limited to 
“the happy few", “approved authors", 
or similar. Anything that hits our email 
boxes is in principle considered for 
publication, brushing up and/or 
postengineering by our lab, no matter 
if the piece is poorly written or the 
prototype built on perfboard — in 
general we are good humoured with 
a keen eye for originality. 

However! There are a few reasons 
for not accepting a contribution, 
which inevitably get stamped. 

Like this: uninventive use of com- 
ponents (OLD HAT); use of obsolete 
components (GONER); rehashing 


manufacturer's datasheets (REGURG = TRIXX © | 
or old Elektor articles (!] ey Free! 24-page I- Upp ement 
vague circuits nicked from websites 
(-coPv-car], poor electronic design 
(DREAMON) and attempts to use 
the magazine as a sales pitch for 
products (MARCOMM]. If it seems these 
qualifications are unkind or perhaps 
disparaging, you should know that 
they originate from engineers and 
editors with a total of 100 or so 
years experience in the business, 
happily applying the lingo that tends 
to set them apart from language pur- 
ists and marcomm people. 
As a good number of authors (from 
as far away as Iran) have already 
discovered, reading the Author 
Guidelines posted on our website | | 
(under the Service tab) is an excel- nm Although they've been on the shelves of audio 
lent way of dodging our stamps, RX-AUDIO-2,4 | and video equipment retailers for quite a 
os n EUN mara) (C € few years now, wireless headsets have been 
ае à : conspicuously absent from hobby electronics 


а magazines. It has to be said that building this sort 
Even if an article proposal is sadly of headset, especially if we set ourselves a certain 
rejected for publication, its keywords, level of quality, is far from simple — or rather, 

key components, design methods) was far from simple, until some recently-brought- 
out modules came along to help us out. 


s 





starts on page 45 





and of course author contact details 
are stored in a wiki-ish repository 
maintained by our lab workers on 
a hijacked part of our server. In this 

way, the wiki, if challenged with a ээ EM 


suitable query, can be used to consult ¥ f Pm. 





potential authors and maybe trigger 
them to cover their favourite subject 
in a different way if so required. 

Reject we may — neglect, we don't. 





Jan Buiting 
Editor 





СОМТЕМТЅ — 


no. 384 


LED Top 
with Special Effects 


Bits on Parade 
Hi-fi Wireless Headset 
77 BASCOM AVR Course (4) 


Universal User Interface 





If you fit a line of LEDs on a circular PCB and power them on conti- 


nuously, they generate rings of light when the board is spun. If you Module 
add a microcontroller, you can use the same set of LEDs to obtain a 90 PLDM 
more interesting effect by generating a ‘virtual’ text display. This ar- Power LED driver module 


ticle also describes a simple technique for using the Earth’s magnetic 
field to generate a synchronisation pulse. The potential applications 
extend from rotation counters to an electronic compass. 


Design Tip 
Temperature Switch 


Omni Pendulum 


БИ БИ pe me! : e 
ailliii-iaie[ a WiognwiC 


This module provides a simple user interface ДО Power over Ethernet (PoE) 
for extending microcontroller-based circuits. 70 DOT NET on a Chip 


Graphics and text display commands can be 
sent to it over a serial interface, and, using its 86 Electronic Transformers 
UART, the module reports back when the state of R онаа 
any of six inputs changes. Additional firmware واي و ي‎ нцы 
can display a slideshow of images stored on an 


SD card. " 
info & market 








6 Colophon 
Thanks for supporting us in 2008 and Best Wishes 8 Mailbox 
for the Festive Season from all Elektor staff! 10 News & New Products 





28 RS Embedded 
Development Platform 


(EDP) 
104 Elektor SHOP 
108 Sneak Preview 


Most people seem to think that the only 
thing digital electronics is good for is 
blinking LEDs. There is no easy to way to 
interface a microcontroller to the real world 
without some arcane ‘input stage’ with 





amplifiers and filters. This project is different. The microcontroller in it is 100 Hexadoku 

directly connected to a small coil — and there is nothing else (except, | 

maybe, a power source and some noise suppressing capacitors). And 101 Retronics 

yet it manages to achieve something that's almost impossible with any ‘QQE’ RF power double 
kind of traditional analogue setup: perpetual motion. tetrodes (ca. 1950) 
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Workshop RFID 


rinciples and practice 


an introduction 





The principal aim of this one-day course is 


to introduce the student to the concepts involved 


in RFID. 


On completing this course the student will have 


learned: 


— the basic components of a RFID system | | 

— common applications for RFID 

— techniques to configure the RFID reader to enable — 
communication with either ICODE or Mifare 


transponders 


— the commands and syntax used to read and 
write data from and to RFID transponders 


- ме nts 


More info and registration at 






Programme: 


13:00 Lunch 





AD 


Q , 4 \ 
> oak diu d 


9e, E 4 . j 







16:00 Close 


<5 


John Verrill BSc (Hons) CCAI PGCE 
Formerly Head of Electronics at Whitby Community 
College and Chief Examiner of Electronics for the Welsh 


Joint Education Committee. 


09:00 Reception, Registration & Tea 

09:15 Introduction to facilities and aims of the workshop 
Introduction to RFID technology and devices 
Overview of Flowcode for PIC Microcontrollers 
Reader module communications in ICODE mode 

11:00 Coffee break 

11:15 Read and write transponder data in ICODE mode 


13:30 Introduction to Mifare transponders 
Reader module communications in Mifare mode 
14:45 Tea break 
15:00 Using security keys 
Read and write transponder data in Mifare mode 
Using 'Value' format 


Plenary session 


The course fee is £ 199.00 (including lunch and certificate) 
Subscribers to Elektor are entitled to 596 discount! 
Date: Saturday 17 January 2009 


Location: Birmingham City University 
(Technology Innovation Centre) 








































www.elektorcom/events 
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Elektor Workshop Feedback (1) 

Dear Elektor — | felt it was important to thank Elektor (and 
the guys at Birmingham City University) for the wonder- 

ful workshop (Graphical Programming of Microcontrollers 
Using Flowcode, Ed.) on Saturday (October 4, 2008, Ed.)! | 
learned so much, and had a great time. Everyone was very 
friendly and helpful, which was great as | was so nervous 
before the workshop started, especially being the youngest 
there (15)! 

The workshop went at a very nice pace, not being too 
technical, whilst being informative and interesting. | was 
very impressed with the amount of material given out, as this 
helped greatly when at home. The venue and tutors there 
were great, and the whole event was extremely professional. 
| look forward to the new E-vents, and if relevant to what | 
am doing, | will not hesitate to register! 

Conor Riches (United Kingdom) 


So when will you submit your first article for publication in Elek- 
tor, Conor? 


Elektor Workshop Feedback (2) 

Dear Elektor — | would like to thank you for the course held 
on Saturday (PIC Programming using C, October 4, 2008, 

Ed.). A lot of ground was covered and | enjoyed it. Now all 
we need is a follow up course to put the words into action. 

John De Quincey (United Kingdom) 


Elektor Workshop Feedback (3) 


Dear Elektor — just a quick note to thank you for organis- 
ing such an enjoyable day at Birmingham TIC on Saturday 
(October 4, 2008, Ed.). The college staff were all very 
friendly, helpful and well able to provide the information to 
US. 

| also enjoyed the food immensely. My only complaint was 
that the day went too fast! 

| look forward to attending similar E-vents when they 
become available. 

Richard Large (United Kingdom) 


E-vents covering RFID and High-End Audio Amplifiers are now 
scheduled, see the Elektor home page for details on the work- 
shops and masterclasses. 


Cheap ‘scopes on review 
Dear Editor — | would like 

to comment the DSO review 
article which appeared in 
October 2008 issue of Elektor. 
| agree with Dr. Scherer’s 
opinion that the Rigol DSO 

is far superior to the Owon 
model. I've used my own 
Rigol DS1062CD at home 

for a year now and have 
been very happy with it. | use 
mainly Tektronix and Agilent 
DSOs at work. There is a 
misunderstanding on part of 
the author about the memory 
density of the Rigol DSO, all 
models in the DS1000 series 
have 1 megabyte of sample 
memory (512 k per channel if 
both channels are active, and 
512 k for logic analyser). See 
full specifications from: www. 
rigolna.com/products_osc_ 
DS1000_spec.aspx. 


The logic analyser functions 
are also good, although serial 
protocol demodulation and 
channel naming are not possi- 
ble like with Agilent mixed sig- 
nal DSOs. This may change in 
future firmware releases, they 


responded to my enquiry. Con- 


sidering after-sales support, 
Rigol has a very fast support 
response from China. | con- 
tacted them about a firmware 
upgrade recently, and got a 
response & firmware file in a 
few hours time! 


| do not understand the com- 
ment on the build quality. | 
have limited experience on the 
Owon model but the quality of 
the Rigol model is good. My 
own choice was made on the 
fact that Rigol designed and 
manufactures the low range 
Agilent DSO's. If Agilent trusts 
to rebrand their scopes and 
sell in their own name then the 
build quality must be depend- 
able. | would recommend 

the Rigol's DSOs for general 
low-frequency laboratory use 
and with the price tag of less 
than 1 keuro, one can be fitted 
on all work tables! It’s also an 
excellent choice for educa- 
tional institutions, since the 
students can get experience in 
real industrial grade instru- 
ments. And for any microcon- 





troller work, the logic analyser 
comes in handy. 
Jussi Saily (Finland) 


The reviewer, Thomas Scherer, 
replies: 


Dear Dr. Säily, thank you for 
your comments. Yes, the DSOs 
from Rigol use 1 MB memory. 1 
mentioned that they can use up 
to 512 kS per channel. 

The same about build quality: 
| never said a word about this. 
| said that both manufacturers 
have to improve their products 
and — looking at the software 
of the Rigol — in my eyes, there's 
room for improvement — the 
software is not good enough. 
Regarding your other points: | 
just did not test the logic ana- 
lyzer functions. And I'm not shure 
if Agilent just sells rebranded 
Rigol scopes or if Rigol works 
just as a hardware factory for 
Agilent, which would make a 
difference. | am unable to say 
what is true. 

Thomas Scherer (Germany) 


Jussi Säily replies: 


| forgot to add one thing about 
the memory modes. The Rigol 
DSO has two memory modes 
selectable from the settings 
menu. Mine was on the low 
memory density setting on 
default (as | suspect was Dr. 
Scherer's], and | was confused 
on the low performance before | 
found out that the high memory 
density setting needs to be ena- 
bled! As you know, engineers 
don't read manuals ;-) 
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| didn't mean to upset Thomas, 
just to clarify some things 
which may make a difference 
in selecting the right scope 

for your personal use. The 
Rigol DSO has the deepest 
memory l've seen in any other 
low price category scope, 

and is really useful in digital 
circuit work. They're constantly 
improving the firmware, and 
you can easily upgrade it for 
no charge. The latest firmware 
| got about a month ago has 
many improvements like more 
automatic measurements. 
Specifically the Agilent 
DSO3000 series are 
rebranded Rigol D$5000 
series scopes. They're 
designed and manufactured 
by Rigol in China. 

Jussi Saily 


Power LED please 

Dear Elektor — first, I've just 
been reading the September 
2008 issue of Elektor, and 
would like to congratulate the 
team on yet another great issue. 
Now, on to the point of this 
email. l've been thinking for 
a while that, given the UK 
government's insistence that 
all traditional light bulbs be 
banned within the next three 
years, there must be a better 
alternative to the horrible 
compact fluorescents that are 
being pushed onto us. Lack 
of dimming and poor quality 
make them very undesirable, 
but as yet I’ve found no viable 
alternative to the good old 
filament bulb. 
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l've been toying with the idea 
of direct bulb replacement 
(bayonet/Edison screw) unit 
which would consist of a small 
transformer circuit and suitable 
LED cluster, capable of direct 
exchange for a bulb and able 
to work with the electronic/ 
dimmer switches that many 
people would otherwise need 
to replace to use the compact 
fluorescents. 

| could probably come up with 
a suitable working design, 

but lack of relevant experi- 
ence and an even greater lack 
of free time makes this just 
another project I'd like to find 
time to work on :-). 
Therefore | thought I'd 
mention it to yourselves, 
to see if it might be the 
sort of thing you would 
like to investigate and 
possibly come up with a 
project for. 

Right, thanks very much 
for the time taken to read 
this email, and very best 


wishes to all those who rece 


nected to external port 80, it is 
mandatory to have http:// in 
front of the ip address. 

T. Geerts (The 
Netherlands) 


DigiButler live demo from 
France 

Our reader Yves Masquelier 
from France has connected his 
DigiButler board to the Internet 
to enable you all to see it's 
actually working. 

His board has been pro- 
grammed to read a number of 
temperatures including that of 
the ColdFire micro! 


a g 
"ттн шр ania B peers eee) : 
тн ELAP ee B р#гзги COS 
Serb ate кй ыл (nis de Someone! : | 


Semele بم جلو‎ pee inm тїт. 


foun om = bp 


келг Mica mcm Chu : (Lee Гр rmm 
ий hs Б Ur mil Lodi mul ul pre Bea RET ТЕ ОР] о. ыер; дый! 
"ФЕ ЙТ а АРАГА OEC echan X r1 


p [Евтим | 


0] — Peur]: 0] Баты 


iz ursii г ach! Эрла 


make Elektor the must- mi 


eh 


read magazine it is. 
Steve Clark 
(United Kingdom) 


Thanks for the suggestion Steve, 
it’s been copied into our design 


lab, as well as to a number of 


freelance contributors. If readers 
feel they can contribute in any 
way, do let us know. 


Multiple DigiButlers on the 
same network (2) 

Dear Jan — a small error 
slipped into my previous contri- 
bution to Mailbox (November 
2008, Ед). 

When using a web browser 

to call a DigiButler not con- 


14444 


Е ныч: _ | 





url = htto://81.56.186.109: 
59999 

username 
password 


User 


1234567 


Give Yves’ DigiButler a call 
and see if you can bother him 
to switch the kitchen light on 
and off! (note: service avail- 
able subject to Mr Masqueli- 
er's provisions) 


Improvements for Luxury 
LED Bicycle Light 

Dear Jan — I'd like to respond 
to the Luxury LED Bicycle Light 
article published in the Sep- 
tember 2008 issue. Although 


| liked the article, | consider 
the author's choice of the 
driver architecture remarkable 
to say the least. Elektor has 
been covering LEDs and LED 
drivers quite intensively lately 
and everyone now seems to 
agree on the current source 
as the best way to power 

an LED. All commercially 
available LED drivers are, in 
principle, current sources. The 
driver discussed in the article 
is a voltage source with pot 
adjustment. If, after some time, 
the LED exhibits a change in 
forward voltage, the current is 
likely to change, causing the 
light intensity to fluctuate con- 
siderably. Worse, the LED 
may get excess current 
causing severe reduction 
of its lifetime. 

The above problems 

do not occur if you use 
dedicated LED drivers 
like the MAX16820 and 
MAX16832A, which 
are easy to apply and 
do not require adjust- 
ment. They also allow the 
compensation network 
R1-C2 to be dropped, as 

well as output capacitor C3. 
See www.maxim-ic.com/ 
MAX16820 and www. 
maxim-ic.com/MAX16832A. 
Fons Janssen 

(Maxim Benelux) 

(The Netherlands) 


MailBox Terms 


e Publication of reader's orrespondence 
is at the discretion of the Editor. 

* Viewpoints expressed by 
correspondents are not necessarily 
those of the Editor or Publisher. 

* Correspondence may be 
translated or edited for length, clarity 
and style. 

* When replying to Mailbox 
correspondence, 

please quote Issue number. 

e Please send your MailBox 


correspondence to: 


editor@elektor.com or 

Elektor, The Editor, 

1000 Great West Road, 
Brentford TW8 9HH, England. 
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Graphical Programming of Microcontrollers 
Using Flowcode 


Saturday 13 December 2008 from 9:00 am to 4.00 pm, 
Birmingham City University, Technology Innovation Centre. 


Presenters: 
Dr. Nick Holden BSc(hons) PhD CEng MIET and 
Mr. Parmjit Chima BEng PgDip. 


The purpose of this one-day course is to program and apply PIC microcontrollers in an 
accessible and practical way. 

The participants will learn how to use Flowcode to exercise some of the functionality of 
these modern microcontrollers using peripherals such as timers, counters, digital port 
1/0, A/D and USART, with polling and interrupt techniques. 

The course will use the E-blocks hardware with one of the common 40-pin PIC 
microcontrollers. The graphical programming of the microcontroller is done with the 
revolutionary new software Flowcode version 3. The knowledge gained can also be 
applied to other 8-bit microcontrollers such as the AVR from ATMEL. 

The participant will at the end of the day be able to build embedded systems with 
analogue values and switches as inputs and output via LCD and LEDs. 

This workshop is also a very thorough preparation for programming these 
microcontrollers in C. 

Prerequisites include some electronics skills, digital technologies and computer 
proficiency (Windows). 

The course fee is £ 160, including lunch and certificate. Every participant also receives 
the CD Flowcode software version 3 home edition (value £ 48.30). Elektor subscribers are 
entitled to a 596 discount. 

Be quick to register online at www.elektor.com, there is space for only 16 participants! 


РІС Programming using ‘C’ - hands-on for be 


Saturday 13 December 2008 from 9:00 am to 4.00 pm, 
Birmingham City University, Technology Innovation Centre. 


Presenters: 
Dr. Anthony Wilcox GRIC PhD CEng MIET and 
Mr Andrew Hill BSc MIET. 


The main goal of this one-day course is to provide an introduction to the programming 
of PIC microcontrollers in the C programming language. The course is mainly aimed at 
participants who are unfamiliar with the C programming language, but who would like 
to learn to use it in an embedded environment. 

The participant will be introduced to those aspects of the C language that are most 
relevant to the programming of microcontrollers. The hardware used in the course 
consists of E-blocks. 

Course objectives: - the participant can make a simple C program - the participant can 
program a PIC microcontroller in C. 

Some experience in programming is recommended, such as (Visual) Basic, Pascal, 
Assembly or another language. No prior knowledge of C is expected, but some 
familiarity with electronics, digital technology and computer proficiency (Windows). 


The course fee is £ 160, including lunch and certificate. Every participant will also receive 


free software and example files as presented on the course. 
Elektor subscribers are entitled to 5% discount. 
Be quick to register online at www.elektor.com, there is space for only 16 participants! 


Elektor comes to the USA 


Packed with electronics projects, 
know-how and technology, Ele- 
ktor magazine has now come to 
North America (and Canada)! A 
special landing page is available 
for US and Canadian readers. 

Elektor USA magazine’s Novem- 
ber 2008 and October 2008 trial 


issues are on distribution directly 


from the Publishers’ US address 
after a successful introduction at 
the Audio Engineering Society 
(AES) Convention held in San 
Francisco on October 2-5 and 
Embedded Systems Conference 
(ESC) Boston, October 27-30. 

The official launch issue of Elektor 


USA will be January 2009 


when it will be added to the suc- 
cesstul English, Dutch, Spanish, 
French, German, Italian, Portu- 
guese and Brazilian magazines 
centrally produced by Elektor 
International Media, with web- 
sites to match. Elektor USA issue 
#1 is scheduled to appear well 
before Christmas 2008. 


Norldwide 


American and Canadian readers 
originally subscribed to the Eng- 
lish-language Elektor can now 
subscribe on-line using the spe- 
cially created USA landing page, 
which contains an offer they will 
tind hard to refuse! 


www.elektor-usa.com 


Avnet / Cypress Spartan-3A video 


Cypress Semiconductor Corp. 
and the Avnet Electronics Market- 
ing Americas business region of 
Avnet, Inc. announce the launch 
of a new online design demon- 
stration "PSoC, the Mixed Signal 
FPGA Companion Chip." The 
video shows designers how to 
use a Cypress PSoC" Programma- 
ble System-on-Chip in costeffec- 
tive companion chip applications 
with a Xilinx FPGA. The 30-minute 
video is available on demand and 


free of charge at the link below. 
The new video gives a brief 
overview of the flexibility and 
integration of the mixed-sig- 
nal PSoC device, followed by a 
detailed review of its FPGA con- 
figuration, USB and touch sensing 
capabilities. 


Cypress member of technical staff 
Dave Van Ess presents these fea- 
tures using the Xilinx Spartan-3A 
FPGA Evaluation Kit from Avnet, 
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which pairs a Xilinx low-cost Spar- 
tan-3A 400A FPGA with a PSoC 
device. 

The board comes with Cypress’s 
CY3217 (MiniProg) Programmer 
as part of the Xilinx Spartan-3A 


FPGA Evaluation Kit, available 
exclusively from Avnet for $ 39. 
For designers interested in a more 
advanced USB and touch sensing 
evaluation environment, Cypress 


offers the CY321A4-PSoCEvalUSB 


Kit, which includes enhanced 
development and debugging sup- 
port. The PSoCEValUSB Kit is avail- 
able on the Cypress Online Store 
and from authorised distributors. 
(080872-1) 


DSP Waveform Generator for USB BitScope 100 


BitGen is a new waveform and 
timing event generation solution 
for USB BitScope 100. 

It generates standard sinusoid, tri- 
angle, sawtooth and square wave- 
functions but it is capable of a lot 
more than this; clocks, voltages, 
triggers, waveform bursts, sweeps 
and chirps, white and pink noise, 
loadable arbitrary waveforms 
and even live waveforms captured 
with BitScope can all be gener- 
ated concurrently with mixed sig- 
nal acquisition. 


Its software selectable synthesis- 
ers are controlled using the same 
powerful DSO program that drives 


BitScope; there are 
no new software 
tools to learn and all 
generator I/O is inte- 
grated with BitScope 
so setup is fast and 
easy. 

BitGen operates inde- 
pendently or sample 
locked with BitScope. 
Triggers are inte- 
grated so waveform 
generation and cap- 
ture is always per- 
fectly synchronised. 
Frequency synthesis 
is very precise; better than 1 ppm 
with crystal reference accuracy 
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and event timing and burst dura- 
tion is also very precise with a 






www.cypress.com/go/PR/ 
PSoCFPGAwebinar 

www.cypress.com 

www.cypress.com/go/avnetkit 


resolution better than 
50 ns. 

A second timing chan- 
nel accepts external 
triggers or clocks or it 
can be used to output 
synchronised clocks 
or triggers for external 
devices. It also serves 
as a convenient probe 
calibration signal. Bit- 
Gen is available now 
as a purchase option 
or upgrade pack for 
USB BitScope 100. 


www.bitscope.com 
(080872-11 


Ultra-slim, low-power LED strip light reduces energy and maintenance costs 


Hawco introduces 
new linkable, low- 
profile LED strip lights 
that offer an econo- 
mical alternative to 
incandescent and 
florescent lighting. 
Designated PLANET. 
SAVERÓ, the LED Strip 
Lights are available 
in two versions: a 
230 volts AC module 
and a 12 volts DC 
LED ultras low power 
(ULP) module. Both 


versions feature a 


versatile plug-and-play facility that 
enables multiple units to be con- 


nected in series to meet lighting 
requirements. The rugged PLANET- 


13.56 MHz RFID Reference Design 


Atmel® Corporation announced 
its Keen+ reference design for the 
development of secure, 13.56 
MHz logic-based, passive RFID, 
close proximity applications. 


The AT88SC-ADK2 Keen+ devel- 


opment kit includes Atmel’s Crypto 
Evaluation Studio tool suite, an 
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application development board, 
CryptoRF® samples in both tag 
and smart card form, a USB cable, 
and a quick start guide. 

The Crypto Evaluation Studio tool 
suite has a menu-driven, graphical 
user interface for CryptoRF contig- 
uration and testing, plus develop- 





SAVER LED Strip Lights 
significantly lower 
energy consumption 
and feature a long 
operating life of more 
than 50,000 hours, 
reducing maintenance 
costs. 


The  PLANETSAVER 
instantly light up at 
full brightness and 
can be specified to 
provide either a cold 
or warm white colour 
temperature. 

Available with a compact straight 
and/or flexible connection option, 


ment libraries and code examples 
for hostside cryptographic opera- 
tions required for secure commu- 
nication. The application devel- 
opment board includes Atmel's 
ISO/IEC 14443-B-compliant, 
AT88RF 1354 host-reader chip; an 


Atmel AVR flash microcontroller; 


up to 10 LED strip lights can be 
connected in series. 

The 230 VAC Led Strip Light is 
available with lamp dimensions 
of 320mm to 820 mm, providing 
a light output of 42 cd to 132 cd. 
The 12 V DC LED ULP Strip Light is 
available in lengths from 320 mm 
to 820 mm with corresponding 
light output of 48 cd to 138 cd. 
Typical applications include refri- 
geration, chiller cabinets, kit- 
chen units, shop displays, under 
shelves, pelmits, bookcases and 
wardrobe. 


www.hawco.co.uk 
(080872-III) 


and USB connectivity to PC and 
power. Schematics and PCB lay- 
out are also included. 

The AT88RF1354 host reader per- 
forms RF communication, packet 
formatting, decoding, and com- 
munication error checking and is 


based on the royalty-free, ISO/IEC 


11 


WOE) NEWS & NEW PRODUCTS 


12 


14443-2 Type B signal modula- 
tion scheme and ISO/IEC 14443- 
3 Type B frame format, used by 
60% of the vendors of RFID host 
readers. Data is exchanged half 
duplex at a 106 kbit per second 
rate. A two-byte CRC_B provides 
communication error detection 
capability. The AT88RF1354 can 
be used with both RFID transpond- 
ers or contactless smart cards and 
is compatible with 3.3 V and 5 V 
host microcontrollers with two-wire 
or SPI serial interfaces. 


The highly integrated reader IC 
requires fewer external components 
than competing RFID reader chips, 
resulting in a BOM in the $2.00 
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LED Module Strips for signage and cune letter applications 


Providing solid state lighting 
design engineers with a flexible 
and scalable lighting solution, TT 
electronics OPTEK Technology has 
developed a series of LED module 





strips for signage and channel-let 
ter applications. Available in red, 
amber, green, blue and white, the 
LED strips provide fast response 
times and low power consumption, 


Molex: new solder charge technology 


Molex Incorporated has devel- 
oped a new Surface Mount Tech- 
nology (SMT) attach method that 
offers better fatigue strength and 
lower applied costs compared to 
traditional SMT mounting meth- 
ods. Already Molex's new Sol- 
der Charge Technology™ has 
been adopted by major OEMs 
and CEMs to enhance yields 
and increase reliability over typi- 
cal Ball Grid Array (BGA) attach 


methods. 


The solder-charge uses standard 
reflow processing and a reflow 
profile is available for every prod- 
uct that takes advantage of this 
high-density feature. The solder- 
charge extends slightly beyond 
the tip of the terminal to seat within 
the solder paste on the solder-pad. 
The terminals lower onto the pad 
upon the melting of the solder 
mass within the reflow oven. In 
reflow, the solder transforms into 
a rectangular sloping solder fillet. 


resulting in low power require- 
ments from circuit power supplies. 
Typical applications for OPTEK’s 
LED light strip product line include 
commercial channel lighting for 
signage applications, media illu- 
mination, large area backlighting, 
point-of-sale displays, mood-setting 
decoration, landscape lighting, 
and neon replacement lighting. 
The LED module strips include the 
following models: 

-OVMT2F3x7 Series 3 LED mod- 
ule strips - comprised of 30 mod- 
ules per strip in lengths of 3 inches 
to over 40 feet long, the water- 
proof strips feature a power dissi- 
pation of 1.5 W, input voltage of 
12 V, and operating temperature 
ranging from —30°С to +50°C; 

- OVM18F4x7 4 LED module strips 
- consisting of 20 modules per strip 
in lengths from 3 inches to over 30 
feet long, the waterproof strips fea- 


range for a host reader based on 
this reference design. This is sig- 
nificantly lower than designs using 
competing RFID reader ICs. 

The AT88RF1354 is available 
in the smallest package option 
obtainable today - a 6mm x 6mm, 


36-pin QFN. 


Atmel’s Keen+ RFID Development 
Kit, including reference designs 
and software is available now for 


$99.95. 


www.atmel.com/products /secureRF / 
(080872-IV) 


ture a power dissipation of 1.5 W, 
input voltage of 18V, and operat- 
ing temperature ranging from – 
30°C to +50°C; 

- OVQ12530x7 flexible LED light 
strips - comprised of 30 high bright- 
ness LEDS per unit in lengths up to 
16 feet, the red and yellow LED 
strips feature a power dissipation 
of 2.7 W while the green, blue, 
white and warm white strips fea- 
ture a power dissipation of 2.3 W, 
with an input voltage of 12 V and 
operating temperature of -30°C to 


+50°С. 


www.optekinc.com / viewparts.aspx? 
categorylD-51 
In Europe, contact JP Delaporte at 
info optek-europe.com. 
In Asia, contact T.H. Swee at 
thswee@optekasia.com 
(080872-V) 
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This bugle-shaped solder-charge 
fillet is a far more robust structure 
than a ball-shaped BGA solder 
fillet. In addition, the solder not 
only provides a 360 degree coat- 
ing around the terminal but also 
reaches through the hole in the pin 
for added retention strength. 

Incorporating Solder Charge Tech- 
nology™ into the design process 
offers several benefits over stand- 


ard BGA attachments. The sol- 
der-charge provides a significant 
amount of tolerance to compen- 
sate for variability in the PCB flat 
ness, giving added assurance that 
the PCB adhesion will work effec- 
tively. In-house tests have shown 
the resulting solder-charge joint is 
three-times stronger than that of a 
BGA. The mechanical design of 
the joint allows for visual inspec- 


tion post processing, this reduces 
the process engineer's reliance on 
Dage x-ray screening. Overall, 
the shorter cycle times and fewer 
rework and secondary processing 
steps help increase output provid- 
ing a very cost-effective solution. 

Ideal for high-speed circuitry, 
Molex Solder Charge Technology™ 
achieves a reliable mating interface 
with 2.00 mm wipe and two points 


CyFi: world’s most reliable 2.4-GHz low-power wireless solution 
for embedded control applications 


Cypress Semiconductor Corp. 
recently introduced a complete 
2.4-GHz solution for the wire- 
less embedded control market. 
The new CyFi™ wireless solution 
delivers the industry’s leading 
combination of reliable connectiv- 
ity, power-efficiency and superior 
long range, and is supported by 





the flexible and easy-to-use design 
capabilities of Cypress’s flagship 
PSoC® programmable system-on- 
chip. The solution is optimized 
for applications requiring sensors, 
actuators, active RFIDs, standard 
cable replacement, and human- 
to-machine interfaces. Prime appli- 
cations for this solution include 
wireless sensor networks, home 
and building automation and 
remote controls for a broad range 
of markets such as industrial and 
consumer. 


12/2008 - elektor 


CyFi transceivers are powered 
by PSoC devices, which integrate 
programmable analogue and dig- 
ital blocks, hundreds of pre-con- 
figured user modules and an 8- 
bit microcontroller onto a single 
chip. A PSoC device can replace 
multiple discrete components, inte- 


grates numerous functions and 
can be reprogrammed at any 
stage of the development proc- 
ess for unmatched flexibility. The 
CyFi protocol stack links the PSoC 
device and the CyFi transceiver, 
and offers a pre-configured, cus- 
tomizable PSoC firmware module 
that can be dropped into the PSoC 
Designer™ 5.0 integrated develop- 
ment environment (IDE). The com- 
bined solution enables designers to 
create feature-rich wireless appli- 
cations with no complex coding. 


For more information on the CyFi 
Low-Power RF solution, visit the 
website below. 

Cypress further introduced the 
CY3271 PSoC Firstlouch™ Starter 
Kit with CyFi Low-Power RF, the 
CY327 |-EXP1 Environmental Sens- 
ing Expansion Kit, the CY3271- 
RFBOARD RF Expansion Kit and 


the CyFi Low-Power RF Develop- 
ment Kit (CY32 1 O-CYFI). 


The CY3271 USB thumbdrive kit 
provides an easy way to evaluate 
the quick prototyping and debug- 
ging of wireless systems based on 
the CyFi solution. Designers can 
also use the kit to leverage the 
touch-sensing, temperature-sens- 
ing, lighting-sensing and proxim- 
ity sensing capabilities of PSoC 
devices. The CY3271 kit includes 
PSoC IDE software, a sense and 


of contact for clean signal transmis- 
sion and enhanced durability. 

For information about incorpo- 
rating this attachment style into 
an assembly design, visit the url 
below. 


www.molex.com/ product / 
soldercharge.html 
(080872-VIII) 


control dashboard for data collec- 
tion, a PC dongle with RF, a mul- 
tifunction board, an RF expansion 
board with power amplifiers for 
long-range wireless applications, 
and two battery boards. 

The CY3271-EXP1 Environ- 
mental Sensing Kit is the first of 
many future expansion kits to the 
CY3271 that enables customers 
to quickly and easily evaluate the 
robust, programmable analogue 
capability of a PSoC device, plus 
CyFi Low-Power RF — quickly ena- 
bling a wireless sensor solution 
with pressure, humidity, tempera- 
ture and ambient light sensors. 


The CY327 1-RFBOARD RF Expan- 
sion Kit is an add-on to the 
CY3271 that provides two addi- 
tional RF expansion and AAA bat- 
tery boards — further enabling 
evaluation of the CyFi Low-Power 
RF solution. 


The CY3210-CYFI general-purpose 
development kit enables seamless 
prototyping and debugging of 
PSoC devices and CyFi transceiv- 
ers. The kit includes two develop- 
ment boards, two PSoC modules 
and three CyFi modules to build 
wireless applications. 

The CYRF7936 CyFi transceiver 
is now available in a 40-pin QFN 
package. The CY3271 PSoC 
FirstTouch Starter Kit, CY3271- 
EXP1 Environmental Sensing Kit, 
CY327 |-RFBOARD RF Expansion 
Kit with CyFi Technology and the 
CyFi Development Kit (CY3210- 
CYFI) are currently available on the 
Cypress Online Store as well as in 
channel partners' inventories. 


www.cypress.com/go/PR/CyFi 
www.cypress.com/shop 
(080872-X) 
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Unicycle-riding robot 


Murata Manvfacturing Co., Ltd. 
has developed a unicycle-riding 
robot, called MURATA GIRL™, 
following its bicycle-riding robot 
MURATA ВОҮТМ, 


Various types of robot capable of 
performing such roles as entertain- 
ment and security have been cre- 
ated recently for use in our daily 
lives. These robots require several 
of Murata's own products, includ- 
ing capacitors that store electricity 
in electronic circuits, sensors that 
control motion, and communica- 
tion modules that exchange infor- 
mation. Since the robotics market 
is expected to experience strong 


growth, expansion in the demand 
for such electronic components is 
also expected. 


MURATA GIRL can maintain bal- 
ance and move around on a uni- 
cycle, keep a certain distance from 
an object using a US sensor, and 
transmit moving images via a live 
camera. 


Signals from the gyro sensors help 
control the unicycle wheel in the 
forward and backward directions 
and a fly wheel inside her torso 
monitors side direction in order to 
maintain balance. 


Ultrasonic sensors detect obsta- 
cles [send/receive pair of sensors], 
allowing the robot to judge how far 
away an obstacle is by measuring 
the time it takes to transmit ultra- 
sound and receive the reflected 
signal from the obstacle. 

MURATA GIRI™ sends and receives 
commands and data via mobile 
information terminals and PCs 
using a 2.45GHz band Bluetooth 
radio wave. 


www.murataboy.com /$5К-3 / 
index.html 
(0808'72-V1) 


Freescale: world’s most powerful automotive microcontroller for ‘green’ engine design 


Faced with soaring fuel prices 
and pressures to curb green- 
house gases, automakers are 
racing to design vehicles that 
deliver better fuel economy 
and reduced emissions. High- 
performance microcontrollers 
(MCUs) play a key role in green 
automotive design, and Frees- 
cale Semiconductor has intro- 
duced the industry’s most pow- 
erful and sophisticated MCU for 
engine control in mainstream, 
high-volume automobiles. 

Freescale’s new MPC5674F is 


the latest addition to the com- 


pany’s growing portfolio of 32-bit 
automotive MCUs built on Power 
Architecture™ technology. The 
MPC5674F addresses the auto- 
motive industry's need for precise 
control of engine events, enabling 
developers to optimize combustion 
and tune engines for improved fuel 
efficiency and cleaner emissions, 
without sacrificing performance. 

Manufactured on 90-nanometer 
technology, the MPC5674F out- 
paces other powertrain MCUs 
with its 264 MHz clock speed. 
This fast performance allows the 
core fo execute more than 600 mil- 


lion Dhrystone instructions per sec- 
ond (DMIPS) – about 10 times the 
performance level of today’s con- 
ventional engine controllers. The 
MPC5674F MCU's combination 
of exceptional CPU performance, 
advanced signal processing capa- 
bilities, quadruple analog-to-digital 
converters (ADCs) and 4 MB on- 
chip flash memory addresses the 
growing computational demands 
of green engine designs. These 
designs include common rail die- 
sel injection systems, gasoline 
direct injection engines, homoge- 
nous charge compression ignition 


(HCCI) systems and hybrid elec- 
tric vehicles (HEVs). 

The MPC5647F helps automo- 
tive developers meet government- 
mandated emissions standards 
by providing 4 MB of flash — one 
of the largest flash arrays avail- 
able in the powertrain MCU mar- 
ket. This large amount of on-chip 
flash provides ample non-volatile 
memory to support computation- 
ally intensive modeling environ- 
ments and auto code generation, 
without the cost and complexity 
of adding off-chip memory. 


(080872-IX) 
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Introducing Logic, the new Logic Analyzer with SPI, Serial, and I2C. Now shipping for $149. 


V. | OC] | С Decide if Logic is worthy of your workbench at saleae.com. леле 
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LED Top with Special 


Spin the top to display 








programmed text 


Michael Bragard (Germany) 


If you fit a line of LEDs on a circular PCB and power them on continuously, they 

generate rings of light when the board is spun. If you add a microcontroller, you can 

use the same set of LEDs to obtain a more interesting effect by generating a 'virtual' text 
display. This article also describes a simple technique for using the Earth's magnetic field to 
generate a synchronisation pulse. The potential applications extend from rotation counters to 


an electronic compass. 


Do you still remember your second- 
ary-school physics classes? Some stu- 
dents found them very relaxing, while 
others (which presumably includes 
many of our readers) probably recall 
the following situation: a free-hang- 
ing loop of wire is suspended in the 
magnetic field of a horseshoe magnet. 
The teacher causes a DC current to 
flow briefly through the loop of wire, 
and it moves to one side and then 
back as though pushed by an invisible 
hand. The teacher then tells you that 
the operating principle of the electric 
motor is based on this phenomenon. 


After you had more or less accepted 
this remarkable fact, the next phys- 
ics class brought yet another surprise: 
the teacher said that the effect also 
worked in the opposite direction. This 
time, he connected a sensitive moving- 
coil meter to the loop of wire instead of 
a current source as before, and then he 
moved the loop back and forth in the 
magnetic field. Each movement of the 
loop caused a deflection of the meter 
pointer. He concluded this lesson with 
the words, ‘This is the operating prin- 
ciple of an electrical generator'. 


Now you may be wondering what 
this would-be generator has to do 
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with our LED top. Let's briefly recall 
another version of the above scene: a 
coil is rotated between the arms of a 
horseshoe magnet, and at the same 
time a sinusoidal trace appears on the 
screen of an oscilloscope connected to 
the coil. 


The top described here includes a 
small coil, which is located in the 
Earth's magnetic field instead of the 
field of a horseshoe magnet. To put it 
more precisely: when the top spins, 
the coil rotates in the horizontal com- 
ponent of the Earth's magnetic field. If 
the speed of rotation is constant, the 
voltage induced in the coil is sinusoi- 
dal – in other words, the coil acts as 
an electrical generator. Of course, the 
Earth's magnetic field is very weak; the 
horizontal component used here has a 
strength of less than 20 UT in Central 
Europe. The generated voltage is pro- 
portional to the enclosed area of the 
coil and the number of turns. There are 
upper limits to both of these quantities, 
since the coil must fit in a top that can 
be spun by hand. To avoid the effort 
of making a hand-wound coil, here we 
use a commercial fixed inductor. Nat- 
urally, the amplitude of the voltage is 
also proportional to the speed of rota- 
tion, and thus to the skill of the user. 






The coil voltage that is needed for this 
application is on the order of 50 UV. 


Concept 


Moving LEDs driven by rapidly 
changing signals have become rela- 
tively popular in recent years. Elektor 
has also published construction arti- 
cles for devices with rotating LEDs 
that can display a virtual text or pat- 
tern in space [1]. They operate on the 
same principle as a raster-scan moni- 
tor. The LEDs move over a surface in 
space in the same way that an elec- 
tron beam moves over the phospho- 
rescent screen of a CRT. Both systems 
owe their operation to the latency of 
human visual perception. The per- 
sistence of the individual picture ele- 
ments and their constant fast repeti- 
tion produce the illusion of a coher- 
ent, stable image. 


Most systems with rotating LEDs are 
standard products. They must over- 
come two problems that are inherently 
associated with the principle. The first 
problem is transferring electrical power 
to the rotating part, while the second 
problem is generating a suitable syn- 
chronisation signal. 
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The power transfer problem is often 
solved by using a special transformer 
consisting of a winding in the station- 
ary part and another winding in the 
rotating part. The top described here 
does not have this problem, because 
it does not have a stationary part. 
Electrical power is supplied by batter- 
ies on the round circuit board, which 
are arranged symmetrically relative 
to the axis of rotation and rotate with 
the board. 


For synchronisation, it is necessary to 
recognise when the board has com- 
pleted a full rotation (one spin of the 
top). This is essential if the objective 
is to display a stationary image. In the 
commonly used designs with a sta- 
tionary part, an IR light beam or a Hall 
sensor is used to generate a pulse once 
per rotation. This solution is very exact 
and easy to construct, but generating 
a synchronisation pulse is much more 
difficult with a top that does not have 
a stationary external reference point. 
Costly acceleration sensors or angular 


Figure 1. 

The circuit of the LED top essentially consists of an Atmel 
ATmega8 microcontroller linked to an opamp circuit that 
generates the synchronisation signal. 
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Figure 2. For the sake of clarity, the analogue portion of the circuit is shown separately here, divided into five functional parts (A to E). 
The signals shown in Figures 3 to 5 were measured at the test points marked in this diagram (TP1 to TP6). 


velocity sensors are also of no use here. 
As previously mentioned, the sensor 
used with this top is a small, inexpen- 
sive inductor spinning in a local, homo- 
geneous magnetic field. For example, 
the magnetic field could be the Earth’s 
magnetic field. 


The top will also work just as well if 
you hold a permanent magnet next to 
it. With appropriate amplification and 
phase comparison of phase-offset sig- 
nals, a square-wave signal suitable 
for triggering a microcontroller inter- 


Listing 


ISR (INTO vect) 


Main algorithm for rotation detection in the LED top 


rupt can be generated from the small, 
induced sinusoidal voltage. 


Circuit 


The schematic diagram of the LED top 
(Figure 1) essentially consists of an 
Atmel ATmega8 microcontroller linked 
to an analogue circuit that generates 
the synchronisation signal. The micro- 
controller (IC2) drives two LED strips, 
each with eight SMD LEDs. The LED 
currents are limited by resistance net- 
works. The rest of the digital portion 


// this routine should be cal- 
led every millisecond 
255 - 125; 


TCNTO = 


of the circuit corresponds to the usual 
minimum configuration of an Atmel 
AVR microcontroller, with a power-on 
reset network (R8/C8) and an ISP con- 
nector (K3), which can be used to load 
the software into the microcontroller. 
Capacitor C1 is intended to decou- 
ple HF interference from the analogue 
portion. 


The power supply of the circuit has 
been kept very simple. The two CR2032 
cells wired in series provide a nominal 
voltage of 6 V. The combination of R10 
and D17 (a 5.1-V Zener diode) limits 
this to a value that the microcontroller 
can handle. Battery utilisation is fairly 
good, since the circuit will continues to 
operate until the microcontroller stops 
running at around 3 V. The supply volt- 
age is buffered by the parallel combi- 
nation of C9 and C10, which provide 
a capacitance of around 100 UF. This 
is divided between two capacitors to 
maintain a balanced weight distribu- 
tion on the rotating PCB. 


For the sake of clarity, the analogue por- 
tion of the circuit is shown separately 
in Figure 2, divided into five functional 
parts (A to E). Part A supplies the 
left lead of inductor L1 (at TP1) with 
a constant voltage of 7.5 mV via R3 
and buffer capacitor C3. This voltage 
is produced by a voltage divider with 


{ 


// rising edge of the sensor pulse 
current round time s current round time zaehl; 


// counts the duration of the last round in ms 
// is starting a new round realistic? 
(80% of the time of the last round) 
if (current column > (column number*8)/10) { 
// here: adopt lap time for new co- 
lumn timing, Timerl runs with 1MHz 
timerl startvalue = 
1000/column number*current round time; 
current column = 0; 


#ifdef ROTATION COUNTER 


if (game_status == GAME ONGOING) 
number of turns++; 


#endif // ROTATION COUNTER 


} 


} 


// clear elapsed time meter for the 
time in ms between two rising edges 
Current, round time zaehl = 0; 


ISR (TIMERO OVF vect) 
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j 


ISR (ТІМЕРІ OVF vect) 


{ 


// increment the cyclic coun- 


ter 
if 


} else { 


j 


// calling time is based upon the actual 
TCNTIA = 


TCNTIL = 
// next column, 


chronization condition, 
// then new start: 


if (current column « column number) { 
current column-*-; 
) else { 


(current round time zaehl « 255) { 


(without overflow) 
current round time zaehl++; 


current round time zasbhl = 255; 


Speed 


2bb e (Cimeri Бгсассуашше +> Б) 


255 > (timer) Sstartvaluse € 255); 


or missed syn- 


time-controlled 


current_column- -; 
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its associated decoupling 
capacitor. Part B has another 
decoupling capacitor and 
the sensor coil L1, in which 
the voltage is induced. With 
typical coil characteris- 
tics, rotation in the Earth’s 
magnetic field generates 
an induced sinusoidal volt- 
age with an amplitude of 
around 50 UV. The induced 
50-uV AC voltage is present 
at TP2, superimposed on 
the 7.5-mV DC voltage (see 
Figure 3). Inductor L2 is not 
connected to the circuit; it is 
only present on the board for 
balancing. 


The third part (C) of the 
analogue portion contains 
opamp IC 1a, which is con- 
figured with R4 and R5 as a 
non-inverting amplifier with 
a voltage gain of 200. This 
yields a sinusoidal voltage 
with an amplitude of 10 mV 
at the output of the opamp 
(LM358 pin 1, or ТРЗ), super- 
imposed on a DC voltage of 
1.5 V (Figure 4). This volt- 
age forms the input signal of 
part D of the circuit, which 
consists of two passive low- 
pass filters (R6/C5 and R7/ 
C4). In addition to attenuat- 
ing HF interference, which 
is unavoidably present when 
the top is used close to a 
source of electromagnetic 
interference such as a PC, 
the differing time constants 
of these filters (C4 is much 
larger than C5) produce a 
phase offset between the fil- 
ter outputs at TP4 and TP5. 
This can be seen graphically 
in Figure 5. 


These two sinusoidal sig- 
nals are fed to the inputs of 
IC1b (pins 5 and 6) in part E. 
This opamp does not have 
any feedback, so it oper- 
ates as a comparator with 
its full open-loop gain and 
compares the two phase- 
offset sinusoidal signals 
on its inputs (which have 
nearly the same amplitude). 
This comparison causes the 
opamp's output to be High 
when the voltage on the 
non-inverting input of the 
opamp (TP5) is higher than 
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Figure 3. The signal voltage induced in inductor L1 by the Earth's magnetic field is only around 50 uV. 
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Figure 4. The signal after amplification by opamp ICla. 
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Figure 5. Comparator ІСТЬ generates a pulse signal from the phase-shifted outputs of the RC 
networks. The pulse signal drives the interrupt input of the microcontroller 











the voltage on the inverting 
input (TP4). This is the case 
for half of the sine-wave 
period, and thus for half of 
the top rotation. The output 
of this opamp is fed directly 
to the interrupt input of the 
ATmega8 (IC2), where each 
rising edge indicates the 
start of a new rotation. 


Assembly 


Fitting the components on 
the circular PCB (Figure 6 
and Figure 7) is very easy if 
you use the parts kit avail- 
able from the Elektor Shop. 
This is because all the SMD 
components are pre-assem- 
bled, so you only have to sol- 
der the leaded components 
to the board. You can adjust 
the weight balance of the 
components on the board by 
slightly shifting the positions 
of the leaded components, 
in order to obtain the least 
amount of wobble when the 
top spins. 


If you want to assemble your 
own board from scratch, pay 
careful attention to the polar- 
ity of the SMD LEDs. Study 
the data sheet closely, and 
if necessary test the LEDs 
with a 9-V battery and a 1 KQ 
series resistor. Of course, 
proper orientation is impor- 
tant for all components that 
have a specific orientation. 


For the axle of the top, we 
used two plastic (polyamide) 
M6 screws with good results. 
We glued the heads of the 
screws together to form 
an axle, and then fitted the 
PCB of the top to the lower 
screw between two wash- 
ers and secured with a nut. 
It’s a good idea to use a nor- 
mal pencil sharpener to put 
a point on the lower plas- 
tic screw in order to reduce 
friction so the top will spin 
longer. 


Software 


The software for the LED top 
was written in AVR Studio 
[2], which is available from 
Atmel for free download via 
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Figure 6. The circular PCB for the top is available with the SMDs pre-assembled. 


the Internet. The C code was compiled 
using the GCC cross-compiler. The 
code can be loaded into the ATmega8 
via the ISP connector on the PCB. Oper- 
ation of the code is essentially inter- 
rupt-driven. After the initialisation and 
generation of the display matrix, the 


COMPONENTS LIST 


Resistors 

All SMD 0805, 1 %, unless otherwise 
indicated 

R1,R6,R7 = 100kQ 

R2 = 150Q 

R3,R9 = 47kQ 

R4 = 4kQ7 

R5 = IMQ 

R8 = 10kQ 

R10 = 22kQ 

R11,R12 = 3300 9-pin SIL resistor array 


Capacitors 

C1,C5,C7 = 100nF (SMD 0805) 
C2,C9,C10 = 47uF 16V (SMD electrolytic) 
C3 = 680nF (SMD 0805) 

CA = 2uF2 16V (SMD 0805) 

C6 = 10nF (SMD 0805) 

C8 = 47pF (SMD 0805, NPO) 


Inductors 

L1,L2 = 150mH fixed inductor, Qmin = 50, 
RM5 (12x16 mm), e.g. Fastron 11P-154J- 
50 (Reichelt.de # L-11P 150M) 


Semiconductors 
D1-D8 = LED, red, 628nm, SMD 1206 


20 


main routine constantly tests whether 
the running condition is still satisfied. 
It is satisfied if the duration of one rota- 
tion falls within certain range, which 
can be configured using constants. 

The core algorithm for the detection of 
a complete rotation is described briefly 


with lens, e.g. Kingbright KPTD- 
3216SURC (Reichelt.de # 1206K RT) 

D9-D16 = LED, yellow, 588 nm, SMD 
1206 with lens, e.g.. Kingbright KPTD- 
3216SYC (Reichelt.de # 1206K GE) 

D17 = zener diode 5.1V 1.3 W 
(BZV85-C5V1) 

IC1 = LM358 (SMD SO8) 

IC2 = ATmega8-16AU (Atmel), SMD 
TQFP-32 


Miscellaneous 

$1 = DIP switch 2-way (MULTICOMP 
MCDSO2, DILO4) 

K1, K2 = CR2032 SMD battery holder (Re- 
nata SMTU-2032-1-LF, SMTU-2032-1, 
Reichelt.de # KZH 20PCB-1) 

K3 = 6-way DIL pinheader, lead pitch 
2.54mm (Tyco-AMP # 1241050-3 AMP) 

Polyamide screw, M6x20 with nut and 2 
washers 

BAT1, BAT2 = Lithium button cell type 
CR2032 

Kit of parts incl. SMD-populated board, 
Elektor SHOP # 071120-71 


below. It is also shown in the listing, 
and it comprises three interrupt han- 
dlers that service the external inter- 
rupt and two timer interrupts. The rest 
of the program should be self-explana- 
tory and adequately commented. 


The hardware interrupt routine 
becomes active when a rising edge is 
detected on the INTO pin. After this 
interrupt is triggered, the ISR(INTO_ 
vect) routine first checks whether 
the time of the last rotation is plausi- 
ble. The start of a new rotation is only 
plausible if the duration of the previous 
rotation is at least 80% of the time of 
the new rotation. Next, the exact time 
for anew column is determined from 
Timer1, which runs at 1 MHz. 


This time must be adjusted constantly 
because the top spins slower and 
slower while the program is running, 
so the columns must be displayed for 
a slightly longer time on each rota- 
tion. The variable current column is 
set to zero, which causes the image 
to be built up again from the first col- 
umn of the display matrix. The vari- 
able current round time zaehl uses 
TimerO to count the time between two 
rising edges for the purpose of plausi- 
bility checking, and it is also reset to 
zero here. The timer interrupt routine 
ISR(TimerO OVF vect) is called every 
millisecond under time control, and 
it increments (without overflow) the 
counter for the duration of the current 
rotation (current round time zaehl). 


Timer1 and its routine ISR(Timer1 _ 
OVR vect) are used to increment the 
columns in the display matrix. This 
timer is first updated with the time 
to the next call (which means the dis- 
tance between the two columns) by 
adjusting it according to the current 
rotation speed of the top as determined 
for the last rotation. If the synchroni- 
sation pulse is missing, which means 
that the external interrupt does not 
occur at approximately the expected 
time, a new rotation can be started 
here under purely time-based control. 
However, practical experiments have 
shown that this is not necessary, so all 
this does is to prevent an overflow of 
the variable current column. 


The full source code is available on the 
project page for this article at www. 
elektor.com for free download. After 
downloading the source code, you can 
easily modify the text to be displayed, 
which is contained in a string in the 
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header. After this, compile the entire 
source code with the widely used GCC 
compiler and load it in the top via the 
ISP port. Leave the fuse bits in the 
ATmega8 set to their factory default 
values (1 MHz internal clock). The 
microcontroller in the parts kit avail- 
able from the Elektor Shop is pre-pro- 
grammed, so the top is ready to use 
immediately after assembly and will 
display a demo text. However, you can 
replace the program code at any time 
with newly compiled code containing 
your own text. 


Applications 


Of course, you are free to 
choose the text to be 
displayed by the top - 
anything from 'Hello 
World' to a company 
name or a short 
slogan is possi- 
ble. With 'Happy 
Birthday' plus 
the name of the 
recipient, the 
top makes an 
ideal personal- 
ised birthday 
gift. You can 
also extend 
this idea to the 
pre-Christmas 
season. 


By programming 
an additional timer 
in the ATmega code, 
you could imple- 
ment a sort of mini- 
ature Advent calen- 
dar. For example, the 
top could display a nice 
phrase or the keyword for a 
little surprise on each day 
of Advent. A software ver- 
sion with a rotation counter 
has also been developed to 
cause the top to generate a 
‘live’ display of the number 
of rotations it has completed. You 
could then organise a competition to 
see who is the best top spinner (such a 
competition was staged live at the Ele- 
ktronika show in Munich last Novem- 
ber). At the time of publication of this 
article, several tops with this software 
will in action in the Elektor booth at 
the electronics trade show in Munich, 
where they form the basis for a sport- 
ing competition. Several hundred rota- 
tions can certainly be achieved, and 
the daily champion among the top 
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spinners will receive a prize – a LED 
top, of course! 

Storing the results in an internal EEP- 
ROM is another conceivable extension. 
In addition to the number of rotations, 
it would also be possible to display the 
angular velocity or other derived quan- 
tities. Another effect that illustrates 
the basic principle of the circuit can 
be achieved by displaying the letters 
"WSEN' with a space between each 
pair of letters. 
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second one is only present for mass balance. 


This gives you a sort of compass that 
shows the observer the orientation 
of the currently dominant magnetic 
field. Although there may be devices 
that are simpler and more suitable 
for showing compass directions on a 
desert expedition, they certainly do 
not create the same sense of marvel 
as our spinning top compass. 


Conclusion 
When Michael Faraday investigated 


the basic principles of induction in 
1831, he presumably did not envisage 
that one day they would be applied 
to an LED top. Your secondary-school 
physics teacher was probably equally 
unsuspecting. The top was devel- 
oped for students in a hands-on group 
at the Institute for Power Electron- 
ics and Electrical Drives of RTWH 
Aachen, Germany [3], with the aim of 
offering first-semester students a cir- 
cuit that even electronics neophytes 
could assemble and whose operation 
they could understand. In addition, the 
circuit had to be suitable for taking 
home after being assembled and 
being used there with- 
out elaborate equip- 
ment (power supply, 
soldering iron or PC) 
to display a func- 
tion that everyone 
could understand. 
If in addition the 
theoretical con- 
tents of the lec- 
tures (including 
the principle 
of induction, 
non-inverting 
Operational 
amplifiers, and 
C program- 
ming) can be 
incorporated in 
a pocket-sized 
project, experi- 
ence from past 
semesters shows 
that this often creates 
enthusiasm and gener- 
ates interest in learning 
even more. 
(080678-1) 


Figure 7. Top view of the spinning-top PCB. Only one of the two inductors is used in the circuit. The 


Links and references 


[1] ‘Rotating Message Display with LEDs and 
an AVR Micro’, Steffen Sorge, Elektor January 
2007. 


[2] AVR Studio: www.atmel.com/avrstudio 


[3] ISEA: www.isea.rwth-aachen.de/en 
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This project puts the Elektor ATM18 AVR board to use as a tester for the Inter-Integrated Circuit bus. This 
two-wire bus goes by various names, including IIC, IC, and (at Atmel) TWI (for ‘two-wire interface’). 
As this bus is very widely used, many microcontrollers have a built-in interface for it. The tool described 


here can be used to perform quick, simple tests on 12C ICs and modules. 


When engineers at Philips developed 
the I?C bus 20 years ago, they prob- 
ably didn't have any idea how wide- 
spread and important it would become. 
Nowadays it forms an essential part 
of many types of diagnostic and con- 
trol systems and other products. It is 
also used in most embedded applica- 
tions. The reasons for this success are 
readily apparent: with a data transmis- 
sion rate of up to 3.4 Mbit/s and low 
cost, it is an attractive option. It was 


PCF8574 
AO 
A1 


A2 
addr. 64 


addr. 144 





designed right from the start to enable 
networking of multiple components. As 
a bidirectional bus with a master/slave 
architecture, the IC bus does a very 
good job of fulfilling this task. 

Although its software addressing 
scheme and integrated protocol may 
make it appear complex and cumber- 
some at first, it is easy to use in prac- 
tice. Its two signal lines, consisting of 
a serial clock line (SCL) and a serial 
data line (SDA), can be used to control 


Vcc 


addr. 160 addr. 162 
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Figure 1. 12C bus with four slaves. 
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a large number of sensors or implement 
communication tasks between micro- 
controllers. The original data transfer 
rate was 100 kbit/s, but in 1992 it was 
increased by a factor of 4, and 1998 it 
was boosted to a healthy 3.4 Mbit/s. 
Its 'clock stretching' capability also 
allows the bus to be used to service 
very slow bus devices. With the lat- 
est developments, it is now possible 
to control well over 30 devices on each 
bus segment. 


SDA 


SCL 


start condition 
080317 - 12 


Figure 2. Start condition: SDA goes low while SCL is high. 
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Data is transmitted in both directions 
on the bus. To enable access to indi- 
vidual target devices, each I?C bus 
IC has its own address. The I?C bus 
protocol has a set of precisely defined 
situations that allow each bus device 
(slave) to recognise the start and end 
of a transmission and whether it is 
being addressed by the master device 
(microcontroller). Both lines (SDA and 
SCL) are high in the quiescent state 
and thus inactive. 


Start condition 

The start condition indicates to the 
devices on the bus that a data trans- 
mission will follow. The start condition 
is generated by changing the state of 
the SDA line from high to low while 
SCL is high (Figure 1). 


Data transmission 

The currently active transmitter places 
eight data bits on the data line (SDA), 
which are shifted serially by the clock 
signal pulses on the SCL line gener- 
ated by the master (Figure 3). The 
data transfer starts with the most sig- 
nificant bit. 


Acknowledge 

The currently active receiver acknowl- 
edges the receipt of a byte pulling the 
SDA line low while the master gen- 
erates the ninth clock pulse on the 
SCL line. This means that SDA goes 
low during the ninth clock pulse on 
the SCL line. The acknowledgement 
also means that the receiver expects 
to receive another byte. If the receiver 
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SDA constant 


bit valid 
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Figure 3. Each data bit is transferred when the signal on the 
clock line (SCL) indicates that the data is valid. 


wishes to end the transmission, it must 
indicate this by omitting the acknowl- 
edgement. The actual end of the trans- 
mission is achieved by generating the 
stop condition. 


Stop condition 

The stop condition is the reverse of the 
start condition with regard to the level 
on the SDA line. In this case, SDA must 
change from low to high while SCL is 
high (Figure 4). This ends the data 
transmission. 


Addresses are transmitted and 
acknowledged in exactly the same 
way as data. The following process 
occurs in the simplest case, which is 
a data transfer from the master to a 
slave (such as a PCF8574 output port). 
First, the master generates a start con- 
dition and then transmits the address 
of the port IC in bits 7-1, with the 
desired data transmission direction 
set in bit O (in this case 'O' for ‘write’). 
The address is acknowledged by the 
addressed slave device. The master 
then sends a data byte, which is also 
acknowledged. It can break the con- 
nection now by generating a stop con- 
dition, or it can send additional data 
bytes to the same slave device. 

This is all we want to say here about 
the basic operation of the I?C bus. 
There are many other interesting 
things about the bus that could be 
described, such as using several mas- 
ters on a single bus, reserving the bus 
(repeat start condition), byte trans- 
fers and acknowledgement. Wikipe- 
dia is a good source of further basic 
information. 


stop condition 
080317 - 14 


Figure 4. Stop condition: 
SDA goes high while SCL is high. 


In order to use the tester, you need 
to know the device addresses. Every 
type of IC has a base address. Some 
examples are: 


8574 port expander: Ox40 — 64 (decimal) 
PCF8591 A/D converter: 0х90 = 144 (decimal) 
EEPROMs: OxAO = 160 (decimal) 

PCF8583 clock IC: OxAO = 160 (decimal) 


The address byte contains eight 
bits. With the usual 7-bit addressing 
scheme, the remaining bit is used to 
control the data transfer direction. 
The master uses this bit to indicate 
whether it wishes to send or receive 
data, and it is called the ‘R/W bit’. For 
example, 'A1' (decimal 161) can be 
used to address an EEPROM for read- 
ing. When an address is placed on the 
bus, the addressed device acknowl- 
edges receipt of the address, which 
also indicates that it is ready to receive 
or send data. If the master does not 
receive an acknowledgement form the 
addressed slave, the address was not 
received correctly or the slave cannot 
receive or send data. 


Many types of ICs allow the last three 
bits to be used as subaddresses. They 
thus have three pins that can be con- 
nected to GND (‘0’) or Voc (‘1’) as 
appropriate. For example, you can con- 
nect eight PCF8574 ICs to the same 
bus and address them individually. 


A full bus cycle is shown in schematic 
form in Figure 5. It begins with a start 
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address R/W 


start condition acknowledgement 


acknowledgement (no) 
acknowledgement 


stop condition 
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Figure 5. Data transfer with addressing and acknowledgement. 


condition, which is followed by the 
address and R/W bit. After this, you 
can see the acknowledgement, which 
is followed by a byte transmitted by 
the master. After this byte is acknowl- 
edged, the master sends the next byte. 
It is also acknowledged by the slave. 
As the master does not have any more 
data to send, it generates the stop 
condition. 


Minimal hardware 


In order to use the I?C bus, you have 
to put together a pull-up adapter (Fig- 
ure 6). A 2.2-kQ resistor must be con- 
nected to each of the two bus lines 
(serial clock (SCL) on PC5 and serial 
data (SDA) on PC4) to pull them up to 
T 5 V (Figure 7). 

If you want to connect more than one 
device to the bus, the bus port must 
have more than one socket or one set 
of pins. Figure 8 shows a serial EEP- 
ROM with a capacity of 4 Kbits (such 
as an ST24COA4MN) connected to the 
bus. Here the test adapter is connected 
directly to the IC socket. In other situ- 
ations, you could connect the tester to 
one or more ICs on a prototyping strip- 
board or a printed circuit board. 


Tester software 





A program that you can use for initial 
testing is available for download from 
the Elektor website or the Computer: 
club? website. It supports several sim- 
ple commands that can be used for 
communication with the I?C bus inter- 
face via the serial port of a PC. Load 
the program ATM18 I2C Tester in the 
microcontroller and connect the system 
under test to a terminal emulator pro- 
gram using communication port set- 
tings 38400, N, 8, 1. 


The following start message will 
appear after a reset: 
ATM18 I2C Tester V1.2 


If you press the question mark key 
(?) in response, a list of the available 
commands will be displayed. There 
are two types of commands: low-level 
commands and high-level commands, 
which are specifically designed for 
controling EEPROMs. The command 
interpreter acknowledges each issued 
command with a number in the range 
of 0-3: 

О = Command executed 

1 = Unknown command 

2 = Incorrect or missing parameter(s) 
3 = Error during command execution 


The most important low-level com- 
mands are: 


Figure 6. Test adapter construction. 
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STA = Set start condition 
STP = Set stop condition 
DRB = Direct read byte 

DWB = Direct write byte 


In theory, you can control any I?C IC 
with these commands. For example, 
suppose you want to send a byte to a 
PCF8574 port expander to define the 
states of its eight outputs. 


Here you must remember that all data 
is output in hexadecimal form, so the 
address is ‘40’ (short for '0x40') rather 
than '64'. The data byte is '55' (deci- 
mal 85 or binary 01010101), which 
means that after the transfer is com- 
pleted alternating port pins are high 
and low, which you can easily check 
with a meter or logic tester. 


Command: Response: 
STA // Start condition О // Executed 
DWB 40 // Slave address О // Executed 


DWB 55 // Data byte 
STP // Stop condition 


О // Executed 
О // Executed 


Now you can also read data from the 
IC. Naturally, you expect the output 
states you read back be the same as 
what you sent. Here the address is 
'Ox41' because the R/W bit must be set 
to 1. And indeed, you see that the read 
byte is ‘0x55’. 


Command: 
STA // Start condition 
DWB 41 // Slave address 


DRB 0 // Read without ack 
STP // Stop condition 


Response: 

О // Executed 
0 // Executed 
55 // Port data 
О // Executed 


For another example of using low-level 
commands, you can write a byte to a 
24C04 EEPROM with address ‘0x00’ as 
follows: 
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Figure 7. Schematic diagram of the adapter. 
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Command: 

STA // Start condition 
DWB AO // Slave address 
DWB 00 // Byte address 
DWB 11 // Data byte 
STP // Stop condition 


Response: 

О // Executed 
О // Executed 
О // Executed 
О // Executed 
О // Executed 


To read data from the EEPROM, you 
must first send the internal address of 
the desired data with the R/W bit set 
to ‘write’. After this, you must send 
the address again with the R/W bit set 
to ‘read’ in order to read one or more 
bytes. The following example with 
low-level commands demonstrates 
reading one byte from address ‘0x00’: 


Command: 

STA // Start condition 
DWB AO // Slave address 
DWB 00 // Byte address 
STA // Restart 

DWB A1 // Slave address 
DRB О // Read without ack 


Response: 

О // Executed 
О // Executed 
О // Executed 
О // Executed 
О // Executed 


11 // EEPROM 
data 


STP // Stop condition О // Executed 


High-level commands 

With the high-level commands, you 
only have to specify the slave address 
and the byte address in order to read 
or write an EEPROM directly. The 
interpreter handles the addressing 
and generates the start and stop con- 
ditions all on its own. Here again, all 
data is communicated in hexadecimal 
form. 


RSB = Read single byte 
RDB = Read double byte 
RMB = Read multiple bytes 


WSB = Write single byte 
WDB = Write double byte 
WMB = Write multiple bytes 


‘Set’ commands: 
SA = Set slave Address 
BA = Set byte address 


‘Get’ commands: 

SA? = Get slave address 
BA? = Get byte address 
IDN? = Get identity string 
? = Get help 


High-level examples 


Writing several bytes to a 24C04 EEP- 
ROM starting at address ‘0x00’: 
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Figure 8. Testing a 14V04 EEPROM. 


Command: 
SA AO // Slave address О // Executed 
BA 00 // Byte address О // Executed 


WMB 11 22 33 44 55 // 5 bytes 
О // Executed 


Response: Command: Response: 


SA AO // Slave address 0 // Command 


execution acknowledgement 


BA 00 // Byte address 0 // Command 
execution acknowledgement 


RMB 5 // Read 5 bytes 


Reading several bytes from a 24C04 ЕЕ ЗЕ 


EEPROM starting at address '0х00": 


Reserved addresses and 10-bit addressing 


Certain I2C addresses are reserved and cannot be used for connected devices. Due to these 
reserved addresses, only 112 of the 128 addresses possible with 7-bit addressing are avail- 
able for use. 


Address 
0000000 
0000001 
0000010 
0000011 
0000 1xx 
1111 1xx 
11110xx 


Description 

General call address 

CBUS address 

Reserved for a different bus format 
Reserved for future expansion 
Reserved for future expansion 
Reserved for future expansion 


R8C/13 applications 


In order to handle a growing number of new I?C ICs, 10-bit addresses were introduced. This 
makes it possible to address up to 1024 devices on a single bus. Thanks to the use of previ- 
ously unused addresses in the '1111 'Oxx' range together with the R/W bit, there is no interfer- 
ence to 7-bit devices on the same bus, so 7-bit and 10-bit devices can be used together on 
the same bus. 


10-bit marker 


Address part 1 R/W bit 
11110 XX X 


Address part 2 


Acknowledge 1 XXXXXXXX Acknowledge 2 


The five bits of the reserved address ‘11110’ are sent first, followed by the first two bits of the 
device address. The R/W bit is sent next, since an acknowledgement follows every byte. Of 
course, more than one device may respond to the first part of the address, and they can all 
send an acknowledgement. The second part of the address is sent after the acknowledgement. 
All bus devices selected by the first part of the address also decode the second address byte. In 
a properly configured network, there can be only one device that generates an acknowledge- 
ment after this. Now the communication can begin. 
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MICROCONTROLLERS 


Listing 1 
Finding addresses with Bascom 


‘ATM18 I2C tester 
'Т2С: SCL = PCS, SDA = PCA 


Sregfile = "m88def.dat" 
Scrystal = 16000000 
Baud = 38400 


Dim N As Byte 


Config Porth = Output 


Config Scl = Portc.5 
Config Sda = Portc.4 


Print “ATM18 I2C ad- 
dress test” 


For N = 2 To 254 Step 2 
I2cstart 
I2cwbyte N 
If Err = 0 Then Print N 
I2cwbyte 0x55 
I2cstop 

Next N 

End 





Finding addresses with Bascom 


In a situation where several ICs with 
jumper-programmable subaddresses 
are present on a bus or you want to 
investigate an unknown system, 
you often do not know the I?C slave 
addresses. A small program written 
with Bascom can help here. It tries 
each address in turn to see whether a 
device responds. Each time an address 
is sent, the system variable ERR is 
assigned a ‘1’ if no acknowledgement 
is received or to ‘0’ if an acknowledge- 
ment is received, which means that the 
address is valid. The program tests all 
even-numbered addresses in the range 
of 0 to 254, since the corresponding 
odd-numbered addresses would be the 
read address of the same ICs. 


This program (see Listing 1) generates 
a list of addresses in decimal notation, 
such as the following example: 


ATM18 I2C address test 
64 

144 

160 

162 


Here the ICs show in Figure 1 were 
found. Although the PCF8583 clock IC 
has the same base address as every 
EEPROM, in order to avoid an address 
conflict its subaddress is altered by 
connecting its AO pin to Voc so that 
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Listing 2 Writing data to an EEPROM 


Sregfile = "m88def.dat" 
Scrystal = 16000000 
Baud = 38400 
Dim N As Byte 
Dim Adr As Word 
Dim H As Byte 
Dim L As Byte 
Dim Dat As Byte 
Config Portb = Output 
Config Scl = Porbe.b5 
Config Sda = Portc.4 
Print “ATM18 24C512 write” 
For Adr = 0 To 1000 
input. Dat 
I2cstart 
I2cwbyte 160 
H = High(adr) 
L = Low(adr) 
I2cwbyte H 
I2cwbyte L 
I2cwbyte Dat 
I2cstop 
Next Adr 
End 


‘start 


‘stop 





it appears at address ‘162’ instead of 
address ‘160’. 


Writing data to an EEPROM 


Here we use a 24C512 EEPROM, which 
has a total capacity of 64 KB. This rel- 
atively large address space requires 
using a 16-bit address for the stored 
data. Consequently, two internal 
address bytes are sent after the I2C 
addressing cycle. They are followed 
by one or more data bytes. The pro- 
gram (see Listing 2) receives individ- 
ual bytes from the serial interface and 
stores them in the EEPROM starting at 
address ‘0’. 


Data output to a port expander 


The objective here is to read data 
from an EEPROM and transfer it toa 
PDF9574 port expander. This gives you 


‘slave adsress 24C512 


‘high address 
‘low address 
‘write byte 


a basic tool for software control of all 
types of devices and machinery. The 
program (see Listing 3) also transmits 
the data via the serial interface for 
auditing or checking. 
Reading the individual bytes from the 
EEPROM requires the same actions 
as for low-level control of the 24C04, 
except that here the byte address is 
transmitted in two parts (high byte and 
low byte). After this, the I2C address 
must be sent again with the R/W bit 
set to ‘read’(address ‘161’ instead of 
‘160’) in order to read the data. ACK is 
used in I2CRBYTE for the actual read- 
ing process, and if more than one byte 
must be transferred, the final byte is 
fetched with NACK. 

(080317-1) 


The ATM18 project at Computer:club2 


ATM18 is a joint project of Elektor and Computer:club2 (www.cczwei.de) in collaboration with 
Udo Jürf, the editor in chief of www.microdrones.de. The latest developments and applica- 
tions of the ATM18 are presented by Computer:club? member Wolfgang Rudolph in the CC2- 
tv programme broadcast on the German NRW-TV channel. The ATM18-AVR board with the 


I2C tester was featured in instalment 24 of CC?-tv, which was first broadcast on 23 October 
2008. 


CC2-tv is broadcast live by NRW-TV via the cable television network in North Rhine-West- 
phalia and as a LiveStream programme via the Internet (www.nrw.tv/home/cc2). CC2-tv is 
also available as a podcast from www.cczwei.de and — a few days later — from sevenload.de. 
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BitGen DSP Waveform & Timing Generator for USB BitScope 100 





Powerful waveform generation & mixed signal data capture in one low cost USB test instrument. 


Digital Storage Oscilloscope — | 
Mixed Signal Oscilloscope 





Multi-Band Spectrum Analyzer : 


BitGen is a comprehensive DSP based waveform and timing generation 
solution available as standard in BS100M or an option for BS100U. 
From clocks, sine, square or triangle waves to sophisticated bursts, 
sime cM Nds putent No chirps, noise or user programmable signals, BitGen supports them all. 
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Jan Buiting (Elektor UK Editorial) 


RS Components has launched 
а unique concept that's 
claimed to revolutionise the 
way you design. Like most 
good ideas, it's deceptively 
simple — a universal and 
reusable Baseboard to provide 
a single platform to evaluate 
different microcontrollers and 
applications. 


Staying abreast of technology is an 
expensive business, especially in elec- 
tronics design. Each time you need to 
upgrade to a new processor, your old 
development kit goes in the bin. This 
leaves you not only with the expense of 
buying a new one, but with the hassle 
of interfacing both software and hard- 
ware to existing application circuits. 
RS Components now offers a perma- 
nent solution to this perennial problem 
— the RS Embedded Development Plat- 
form, or RS EDP 


Their single, reusable platform means 
you can drastically reduce product 
design cycles and gain a competitive 
advantage in bringing products to 
market — fast! What's more, RS have 
made software drivers, frameworks, 
full schematics, Grerber files and parts 
lists available online, IP free. So you 
can easily stay ahead of the game — 
the industrial variety, that is. 


RS claim this is the world's first devel- 
opment tool to provide options for dif- 
ferent microcontroller manufacturers, 
technologies and applications on one 
platform. It consists of a robust, re- 
usable Baseboard with four identical 
‘stations’. 


28 


USB * RS232 * RS485 * 2x CAN * RTC 
* 240 bytes NVRAM 


Many permutations of microcontroller 
specific CPU (Central Processing Unit) 
Modules and Application Modules are 
possible. I found even with the mini- 
mum (out of the box) configuration of 
Baseboard and CPU module I was able 
to set up, using the supplied example 
code, a basic web server application 


Interfacing of up to 28 analogue channels 
with the onboard MAX1138 ADC for extra 
12 channels of 10-bit ADC 
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through the standard on-board Ether- 
net connection. 


The kit received from RS for this review 
succeeds in providing a hardware plat- 
form and software frameworks to allow 
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Interfacing of up to 12 channels * with 
overvoltage protection • 16 TTL inputs via 
I2C * 16 500 mA outputs * 16 25 mA 
logic outputs 
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you to quickly concentrate efforts on 
application and software develop- 
ment. I was unable though to substan- 
tiate RS’ claim of customer trials hav- 
ing indicated “a reduction in the time 
and layout stage from the 13.2 week 
industry average to 8.5 weeks” — Iam 
just an editor with less than 3 weeks 
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to produce all of this month's Elektor 
articles (and a lot more). 


To accompany the launch of the EDP 
RS developed a range of CPU and 
Application modules. The CPU mod- 


3V3 and 5V regulators • Зх 12С ° 

2x CAN * extended Eurocard (200 x 
100 mm) * 64-way DIN connector area 
for standard rack system backplane 





ules released so far are the STR912 unit 
based on the ARMO from ST Microelec- 
tronics, and an Infineon XC167 mod- 
ule that looks particularly suited for 
demanding industrial, motor control 
and automotive applications. 


The CPU modules are complemented 
by a series of ready to use Application 
Modules ranging from motor control to 
communications. All are sturdily built, 
have a uniform footprint of 80 x 40 
mm, two connectors and, it must be 
said, succeed in reducing circuit con- 
struction times significantly. 


I hear that forthcoming modules, in the 
coming months, include the latest NXP 
ARM Cortex module which will allow 
developers to run NI LabVIEW natively 
as well as a module which will be able 
to host any of Microchip's Explorer 16 
modules including the PIC24 Microcon- 
troller, the dsPIC33 digital signal con- 
troller (DSC) families and the new 32- 
bit PIC32MX devices. What we really 
can't wait for though, are the applica- 
tion modules on the way, a powerful 
BLDC motor controller which will drive 
dual 24V, 4 A motors or triple 24 V 4 A 
brushed motors and Bluetooth, WiFi, 
FireWire and mass storage modules 
which will really make the EDP a ver- 
satile choice for new designs. Fingers 
crossed we'll see these followed by 
Atmel, Renesas or Freescale micros to 
mention but a few. 


The box I got from RS for the purpose 
of this article contained the following 
modules: ARMY CPU; Digital; Ana- 
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Brushed Motor 
Control Module 
(not plugged on) 


For brushed DC motors up to 12V 3A ° 
With external screw terminals to allow up 
to 5 A * LM18200 driver has inputs for: 
current sense, tacho gen., DC volts, 2 limit 
switches, chopper and quad encoder 


logue; Comms; Motor Control and of 
course the Baseboard. This does not 
appear to be a standard complement 
sold by RS — the closest it comes to as 
compared to what customers can buy 
is the STR9 Foundation Kit (= Base- 
board + STR9 CPU module + Comms 
module). 


For a basic webserver all you need to 
have is the Baseboard, the ARM9 
CPU module and of course Ether- 
net connectivity to the web and 
USB connectivity to the PC, not 
forgetting a wall wart 12-V DC 
adapter. 

The use of two keyed connec- 
tors on each module (and on the 
base board) makes for rugged- 
ness and reliability while pre- 
cluding boards to be fitted the 
wrong way around. On the down 
side, the contact pressure is such 
that modules are hard to remove 
again (but is made a littler eas- 
ier with the extraction tool pro- 
vided). Also, with the CPU mod- 
ule installed there are only three 
free positions for apps modules 
left, which is a bit scanty. Fortu- 
nately, bus extension connectors 
are available at the edge of the 
EDP Baseboard and the 64-way 
DIN connector on the end allows 
the I2C and CAN control buses to 
be linked to other baseboards to pro- 
vide more positions. 


Software complement 
The real power of the EDP may well 
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Install XC167 Module | 


Install STR9 Module 


CO1 Comms Module | 
EDP Documentation | 
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lurk in the industry-leading software 
suites that come with it, rather than 
the hardware. The CD with the kit is 
a breeze to use, although it will take 
15 minutes or so to do a full installa- 
tion using the recommended order. For 
the STR9 you install HiTOP for ARM, 
the Keil ARM Compiler, GNU for ARM 
and, optionally, FTDI drivers, plus a 
bunch of examples. In good USB fash- 


* RS Embedded Development Platform 


Rawiospares RS RADIONICS 


Embedded Development 
Platform 


Getting Started 


RS EDP Website 
EDP Website 





ion, you first do the software installa- 
tion and only then connect the hard- 
ware! The Xc167 CPU module gets 
the following installed: Infineon DAS, 
HiTOP for 167, Keil C166, DAvE and 
again examples galore. More third- 


MC1 Motor Controller | 
01054 Digital Module | 
АМ16 Analog Module | 

Base Board | 





party support for the RS EDP (tested 
and untested!) is found in the Release 
Notes with the kit: ТАК EWARM CSPY, 
Keil RV-MDK ARM and Rowley Cross- 
Works ARM 1.7. 


Pricing and availability 


It must be said that the prices of the 

modules and starter kits restrict the 

EDP system to the realms of pro- 
fessional designers and software 
developers. 


The STR9 Foundation Kit, for 
example, is priced at £ 359, while 
the individual application mod- 
ules are around the £ 100 mark. 
But then such factors as money 
saved in terms of development 
time, the ability to switch CPU 
platforms rapidly, the flexibil- 
ity of the system, the big names 
involved (including RS Com- 
ponents themselves), the lush 
software complement and other 
“company-internal consider- 
ations” may help application 
developers to convince many a 
Head of Engineering to sign an 
order for an EDP 

(080646-1) 


Internet Link 


www.rswww.com/edp 


elektor - 12/2008 





—- USB Connected 
== High Speed 
)scilloscopes 






Е в. 





Rw ooo 
— 


= Р «у 
|!!! | 
| ШШШ 


| i) ETT 


| 
| Hic ШЕ GEG JA Шш Шз UN г ш m" i 
I 








— = EM ee y —À — 3 =n | 


[Rn . ашы ыта g= " ы а а. 1 


LE -— et lY - ч 


PicoScope 5000 Series 250 MHz bandwidth 
The No Com promise 1 GS/s real-time sample rate 
PC Oscilloscopes 128 megasample record length 


With class-leading bandwidth, sampling rate, memory depth and an array of advanced high-end features, the 


5000 SERIES 


PicaScope 5000 PC Oscilloscopes give you the features and performance you need without any compromise. 


Advanced Triggers 


In addition to the standard tr igqers the Pico5co pe S000 series comes a5 





The PicoScope 3000 Series of oscilloscopes s from Pico Technology standard with pulse width, window, dropout delay, and logic level triggering 










includes general purpose and high resolution models: With 12 bit 250 MHz 5 pectrum Ana yser 
resolution and 1% accuracy, the 10MHz Picoscope 3424 15 able to detect 
E ESL: High-speed USB 2.0 Connection 
changes as small as 0.024% (244 ppm) = making it the ideal 4-channel 
A, r "E 
oscilloscope for analog design and analysis. The higher Automatic Me 


speed 8 bit models in the PicoScope 3000 Arbitrary Waveform Generator 


3000 SERIES 


series feature sampling rates up to Define your own waveforms or select from 8 
200M5/s and up to 1 M5/s record lengths predefined signals with the 12 bit, 125 MS/s 





for general purpose and portable arbitrary waveform generator 


applications ‘ Waveform Playback Tool 


"E amid = = -— The PicoScope 2000 series oscilloscopes F ue i PicoScope software now 
ا لے‎ : | 
offer single and dual channel [| ! > allows you to go back, review, 


and analyse up to 1000 captures 


units that offer highly | 
within its waveform playback tool, 


portable/low cast solutions to general purpose testing. The 
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2.4 GHz digital audio link 


Christian Tavernier (France) 


Although they've been on the shelves of audio and video equipment retailers for quite a few years now, 


wireless headsets have been conspicuously absent from hobby electronics magazines. It has to be said 


that building this sort of headset, 


especially if we set ourselves 
a certain level of quality, is far 
from simple — or rather, was far 


from simple, until these recently- 
brought-out modules came along 


to help us out. 


Thanks to three new modules mar- 
keted by the Aurel company, it's now 
possible not just to build a wireless 
headset, but also to give it a level of 
performance that would make most 
commercial products green with envy. 
Before we go into greater detail at the 
end of the article, we can tell you right 
away that our headset offers distor- 
tion as low as 0.016% at 1 kHz and a 
signal-to-noise ratio of 75 dB; these 
are figures actually measured on the 
Elektor prototype between the trans- 
mitter input and the receiver head- 
phone output socket, i.e. including 
the radio link; the connoisseurs will 
appreciate this! 


Overview 


Our wireless headset obviously con- 
sists of two separate elements: a trans- 
mitter designed to be connected to 
any audio or video source (CD or DVD 
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player, T'V, stereo, etc.) and a receiver 
to which you can connect any head- 
phones you like. It'S worth choosing 
very high quality ones, given the per- 
formance of the transmitter/receiver 
combination. The project can also be 
used just as a wireless audio link with- 
out a headset. Several systems can be 
used at the same time, so you could, 
for example, build a wireless 5.1 sur- 
round system. 


In the field of wireless headsets, there 
are currently two competing technolo- 
gies: infrared and radio link. As far as 
we are concerned, and given the spec 
of these Aurel modules, we opted for 
the radio link, operating here in the 
2.4 GHz band, on frequencies that are 
of course legally authorized in most 
countries. 


Construction is extremely simple, eas- 
ily within the capacities of any ama- 


i L] 
4 


teur who know how to hold a soldering 
iron (by the right end!) 


The Aurel 2.4 GHz audio modules 


Intended to gradually supersede 
Aurel's earlier TX FM audio and RX FM 
audio modules, these three new mod- 
ules enable a leap forward in terms 
of quality. These are genuine digital 
audio modules, i.e. the LF signals are 
converted to digital at the transmitter. 
They are then transmitted in digital 
form, making them immune to the dis- 
tortion and noise that affect analogue 
radio transmissions, to be converted 
back to analogue in the receiver. 


On the transmitter side, there are two 
different modules, the TX-AUDIO-2.4 
and the more recent TX-AUDIO-2.4/AE. 
In terms of performance, the two mod- 
ules are virtually equivalent, and our 
project can use either equally well. The 
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(transmitter/receiver distance: 0.5 m) 


Frequency response: 18.5 kHz Min. supply voltage: 6 V 


Distortion THD + N:. 0.009 % (100 Hz, B = 22 kHz) е 
0.016 % (1 Hz, В = 22 kHz) Max. input voltage: 1.92 V 
0.06 % (10 kHz, B = 22 kHz) Input impedance: 32 kQ (20 kQ at module input) 
0.36 % (10 kHz, B = 80 kHz) Е 
SNR: 75 dB (B — 22 kHz) 2.3979 GHz (OB closed, CH open, power on) 
82 dBA 2.4096 GHz (SW0/1/2 = open/open/open, CH closed) 
L/R separation: 78 dB (1 kHz) 2.4186 GHz (SW0/1/2 = closed/open/open, CH closed) 
57 dB (20 kHz) 2.4276 GHz (SW0/1/2 = open/closed/open, CH closed) 
2.4368 GHz (SW0/1/2 = on/on/open, CH closed 
2.4458 GHz (SW0/1/2 = open/open/closed, CH closed) 
Min. supply: +7.5 V / -3.5 V (negative voltage for 2 Vrms output) 2.4548 GHz (SW0/1/2 = closed/open/open, CH closed) 
Current consumption: +97 mA / -16 mA 2.4639 GHz (SW0/1/2 = open/closed/closed, CH closed) 
Mox. output voltage: 5.7 V 2.4728 GHz (SW0/1/2 = closed/closed/closed, CH closed) 
Output impedance: 100 Q 2.4458 GHz (CH open) 


Balance control attenuation (at centre): 3.5 dB 
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only ‘visible’ differences are the chan- 
nel select system, which is a little more 
comprehensive on the -AE model, and 
the pin-outs, which are not quite iden- 
tical. In addition, both modules also 
let you transmit digital data at 5 kbit/s 
along with the audio signal. 


LM317T 
IN OUT 


The principal specifications of all these 
module are given in Tables 1 and 2. 


(...) see text 


Transmitter circuit 


Given the high level of integration of 
MODULE! the Aurel transmitter modules, the cir- 
cuit for our project is extremely simple, 


шло р: as you can see in Figure 1. 


(2) GND 
(3) ADC_L 
(4) VCC 
(5) TACT_SW 
(N.C.) OB 
(N.C.) FORMAT 

100u don © (8) USER. BIT CH MODE 
V 


TX AUDIO 2.4/AE 
(TX AUDIO 2.4) 


Powering is entrusted to a 'plug-top' 
mains unit that needs to provide a DC 
voltage between 7.5 V and 10 V at 
120 mA minimum. This voltage doesn't 
need to be stabilized, as it is stabilized 
in the transmitter by IC1, an LM317 
whose output voltage is defined by 
the ratio of resistors R1 and R2. This 
slightly complicated power supply 
arrangement was necessary because 
Aurel has had the 'bright' idea of pow- 
ering the 2.4 module at 5 V and the 2.4/ 
Figure 1. Transmitter circuit. If you use the 2.4 module, make sure you use the values in brackets for RT, R2, and R3. AE at 3.3 V. Use the values of R1, R2, 


and R3 in brackets for the 2.4 module. 
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Transmitter 
COMPONENTS LIST Capacitors Miscellaneous 
transmitter C1 = A70uF 25V radial, lead pitch 5mm K1 = PCB screw terminal block, lead pitch 
C2,C3 = 100 nF ceramic, lead pitch 5mm omm | 
Resistors C4 = 100uF 25V radial, lead pitch 2.5 mm K2 = 3-way pinheader 


K3 = 2-way pinheader 
S1 = DIL switch block, 10 contacts 
52 = pushbutton, 1 contact 


І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

Н о 

I . . 

i 0.5 or 0.25 watt, metal film, 5% C5 = 10 nF ceramic, lead pitch 5mm 
ı R1 = 220Q (270Q for 2.4 module) 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 


R2 = 3600 (E96: 3570) (8200 for 2.4 C6,C7 = 2uF2 MKT, lead pitch 5 or 7.5mm 


module) | Module] = TX-AUDIO-2.4/AE (Aurel.) + 2 x 
КЗ = 8200 (1kQ5 for 2.4. module) Semiconductors 8 pin connector with 2.0 mm lead pitch 
R4,R6 = 20kQ0 D1 = 134004 (e.g. Molex type 872641652, Farnell # 
R5,R7 = 30kQ0 (E96: 30kQ1) D2 = LED, red, low current 856-0145) 

IC1 = LM317 (TO220) PCB, no. 080647-1 
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Table 1. Principal specifications of the Aurel TX Audio 2.4 and TX Audio 2.4/AE modules (Aurel figures). 


The audio source connected to K2 
is isolated from the transmitter by 
capacitors C6 and C7; despite their 
high values, these must not under 
any circumstances be electrolytics, 
in order to maintain the overall qual- 
ity of the link. 


Push-button 82 enables you to change 
the transmit chan- 
nel. If you use the 
2.4/AE module, the 
right-hand part of 
Figure 1 comes into 
play, and lets you set 
the transmit channel 
‘manually’ using the 
top three switches 
of 51, 52 then being 
inactive. The other 
switches on 51 
allow us to experi- 
ment with the other 
options available 
in the 2.4/AE mod- 
ule, as shown in 
Table 3. 


One other interest- 
ing option of the 
modules, accessible 
via K3, is the addi- 
tional channel for transmitting digital 
data at a maximum rate of 5 kbits/s. 


Constructing the transmitter 


As seen in Figure 2, the suggested 
PCB is L-shaped, as the transmitter 
modules have components on both 
faces, which means they can’t be 
mounted onto the PCB, even though 
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€ ELEKTOR & 
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TX-Audio-2.4 





the small size of their connector really 
demands it. 


Watch out for the 16-pin female con- 
nector for this module: it's a 2mm 
pitch type, available from Farnell, for 
example. Take care as well to select 
the correct values for R1, R2, and R3, 

depending on which of 
the Aurel modules 
you've chosen, as 
shown in the circuit, 
as the 2.4/AE mod- 
ule really doesn't 
like being powered 

from 5 V! 


wit 


— 


РА 
m EJ 


oy Sx. [cl 


Before plugging the module into the 
female connector on the PCB, note that 
if it’s a 2.4 with a single-row connec- 
tor, it plugs into the bottom row of the 
female connector, with the side marked 
“Aurel Tx-Audio-2.4” up, as in the pho- 
tos of our prototype. If it’s a 2.4/AE, 
it takes up all of the female connector. 
The transmitter can't be tested with- 


AOR ESRB. 


TX-AUDIO-2, 4/AE 


1110064 36.2503 (o1) С € 
| E 


TX-Audio-2.4/AE 


out its associated receiver, so let's take 
a look at that right away. 


Receiver circuit 


The receiver circuit shown in Fig- 
ure 3 is a little more complicated than 
the transmitter, mainly because of 
the headphone amplifier, which we 
wanted to be as good quality as the 
Aurel modules it goes with. 

The receiver has the same DIL 
switches $1 and push-button S2 as the 
transmitter, with the same functions, 
but you don't have to fit them if you 
don't want to, as when it is no longer 






receiving any signal, the 

receiver module automat- 

ically starts scanning the 

8 channels it can receive 
and locks onto the first one 
it detects. So if you're only using one 
transmitter with it, which is usually 
the case, the link is set up all by itself, 
and to confirm this, pin 2 of the module 
goes to 2.7 V, as shown by D3 lighting, 
after amplification in T1. See Table 4 
for the other channel select modes 
— four in all — that can be configured 
using 51-8 and a jumper on J1. 







The audio outputs are available on pins 
8 and 10 and drive two identical chan- 
nels. A first stage, built around IC2A 
(or IC2B), forms a second-order Sallen 
& Key low-pass filter. This lets us cut 
off everything above 24 kHz, thereby 
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see WIRELESS AUDIO 
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IC2 = OPA2134 
IC3 = OPA2134 





Figure 3. Receiver circuit. 


eliminating the residual digital arte- The ‘power’ — if we can call it that, extremely low inherent distortion and 
facts from the Aurel modules. Without for a headset — amplifier is formed by noise, and is perfect for this project. 
the filter, overall distortion is around the dual op amp IC3 chosen, like IC2, 

0.5-1%, but drops to 0.016% with it. from the range of excellent audio mod- The amplifiers are powered from a split 
This filter is followed by the dual-gang els from the now-defunct Burr Brown power rail with respect to ground, with 
balance pot P2 in conjunction with the (now part of Texas Instruments) with the aim of eliminating the ‘big’ electro- 
volume pot P3. type number OPA 2134. This IC offers lytic output capacitors that would oth- 


P2 080647-2 | C1 


C mur - 


"rms. 
ns „| 


RX-AUDIO-2,4 





Figure 4. Receiver circuit board. The Aurel digital audio modules 
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receiver 


Resistors 


RI = 270Q 

R2 = 220 

R3 = 820Q 
R4,R23 = 1kQ5 
R5,R13 = 47kQ 


R8,R16 = 2kQ2 

R9,RI7 = 100kQ 
R10,R18 = 1kQ 

R11,R19 = 10kQ 
R12,R20 = 100Q 
R21,R22 = 4kQ7 
РІ = 50Q preset 







erwise be needed. 
Despite the receiv- 
er’s consumption 
of nearly 100 mA, 
we've used two 
9 V batteries in the 
6F22 (PP3) format. 
If you're sure you 
won't ever con- 
nect the batter- 
ies the wrong way 
round, you can 
replace D1 with a 
wire link and gain 
a little longer bat- 
tery life. Another 
option would be to 
use 12 recharge- 
able AA cells in 
series, tapping off 
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R6,R7,R14,R15 = 8kQ2 


COMPONENTS LIST 


0.5 or 0.25 watt, metal film, 5% 


Table 2. Principal specifications of the Aurel RX Audio 2.4 modules 
(Aurel figures). 


Supply voltage 
Frequency range 2,400 EE 2,4835 


Enla me 


P2 = 10kQ potentiometer, dual 
linear (Vishay-Sfernice type 
POA2RFISX1 BB2103MAE3) 

P3 = 10kQ potentiometer, dual log- 
arithmic (Vishay-Sfernice type 
P9A2RFISX1 BB2103MLE3) 


Capacitors 
C1,C4 = 470uF 25V, radial, lead pitch 


5mm 


C2,C3,C9,C10,C15,C16 = 100nF ceramic, 


lead pitch 5mm 

C5,C8,C11,C14 = 2uF2, MKT, lead pitch 5 
or 7.5mm 

C6,C12 = 820pF 

C7,C13 = 560pF 

C17 = 10nF ceramic, lead pitch 5mm 


NO 


тг 


TXTTTITA 
HIS 


rrr 


ҮКҮНҮ ҮҮ 


1 


(-1 dB) 








Semiconductors 


D1 = 1N4004 
D2,D3 = LED red, low current 
Т1 = BC547B 


IC1 = LM317 (TO220) 
IC2,IC3 = OPA2134PA (DIP8) 


Miscellaneous 

K1 = 2-way pinheader 

K2 = 3-way pinheader 

J1 = 3-way pinheader with jumper 

S1 = DIL switch block, 10 contacts 

S2 = pushbutton, 1 contact 

BT1,BT2 = 9V PP3 battery with clip-on lead 
(optionally with double-pole switch) 

Modulel = RX-AUDIO-2.4 (Aurel) + 2 
off 2 x 8 contacts with 2.0mm lead pitch 
(e.g. Molex type 872641652, Farnell # 
856-0145) 

PCB no. 080647-2 


ТЕРЕН 


ppp 


a 







the ground at 4.8 V, 


this asymmetry. 


to 5 V exactly. 


i.e. after 4 cells, giv- 
ing power rails of 
+9.6 V and -4.8 V. 
The circuit copes 
perfectly well with 


According to its 
data sheet, the 
Aurel module must 
be powered from 
БУ + 0.1 V, corre- 
sponding to a preci- 
sion of 296. Pot P1 in 
conjunction with R2 
makes it possible to 
adjust the voltage 
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WIRELESS AUDIO 


Table 3. The function of the DIL switches on the transmitter and receiver. 


The receiver and 2.4/AE transmitter have all the options, unlike the 2.4 transmitter. The 
ID bits make it possible to use several wireless systems in parallel without interference. In 
this way, a wireless 5.1 system is easy to achieve. 


51-1 


XT 
swo 


S1-5 ID2 
51-6 ID] 


51-8 CH MODE Use S2 to select channels 
S1-9 OB | | Out-of-band communication for testing (2.4/AE) 


51-10 


Constructing the receiver 


The suggested PCB is shown in Fig- 
ure 4 and doesn’t present any particu- 
lar problems in construction. However, 
sourcing the components is worth a 
few comments. 

The OPA 2314s are available from Far- 
nell or RS Components, for example. 
The same goes for the pots we've 
used, from the special audio range by 
Vishay-Sfernice in order not to degrade 
the performance of our system by using 
types that might have the ill grace to 
start ‘crackling’ after only a few uses. 
Just as for the transmitter, the female 
connector for the receiver module 
is a 2mm pitch type, but needs to 
have 2 rows of 16 contacts. As such 
a type doesn't seem to exist, we 
used two 2X8-contact types stacked 
end-to-end. 


Although in tricky reception conditions 
LED D3 can be quite handy, to see if 
the receiver has indeed been able to 
find the signal, it is entirely optional, 
especially if you are keen to minimize 
power consumption. 


Tests and measurement results 


Given the cost of the Aurel modules, 
it'S wise to carry out a few simple 


Table 4. How to choose the receiver's various channel select modes (X - pin floating). 


CH MODE 
ق‎ 


TACT_SCAN 
E 1) 


FORMAT Encrypted (2.4/AE) 


checks before powering up the project. 
On the transmitter side, check that reg- 
ulator IC1 is indeed supplying the cor- 
rect voltage required by the module 
you're using before you plug it into its 
connector. Re-read if necessary what 
we've said above about the correct 
position for it in the connector. 

On the receiver side, check too that the 
supply to the Aurel module is indeed 
5V+0.1V. 

If allis well, plug the modules and ICs 
into their respective sockets and apply 
the power. LED D3 on the receiver 
should light very quickly if you are in 
automatic channel search mode. Oth- 
erwise, and if you are using a 2.4/AE 
transmitter module, it will only light if 
DIL switches 51-1 to 7 are set the same 
on both transmitter and receiver. You 
can then connect an audio source to 
the transmitter and note the fine qual- 
ity of the whole link via the receiver 
headset,. 

Even though the author — a serious hifi 
enthusiast — (still) has fairly reliable 
ears, a few measurements were added 
to support the good impression left by 
the first listening. In order for these to 
be meaningful, they were made over 
the whole of the audio chain, i.e. from 
the transmitter input to the receiver 
output. 





s5 
S6 
($17 |DO | Identification bit O (2.4/AE) 
s8 _ 
DESE 
ERN 


The signal-to-noise ratio is better than 
on many commercial audio amplifiers 
used in headphone mode, while the 
distortion, even though it does increase 
slightly above 5 kHz because of the 
digital conversion technique used, is 
still way below what even the most 
experienced ears can hear. 

The sound level that can be achieved 
from the headphone output using 
the OPA 2134 is more than adequate, 
whether you use a medium- or low- 
impedance headset, and will even let 
you damage your eardrums if you turn 
the volume up too high. 

The frequency response, measured 
under the same conditions as the dis- 
tortion, is from 15 Hz to 18.5 kHz at the 
—3 dB points. The power consumption 
is the sole drawback of this project, but 
unfortunately there's nothing we can 
do about that, as it'S mainly due to the 
Aurel modules. It amounts to 72 mA for 
the transmitter and 97 mA/-16 mA for 
the receiver, with both LEDs lit. 
Whether you've never used a wireless 
headset before, or have already been 
disappointed by certain commercial 
models, we have not the slightest hes- 
itation in recommending this project 
which makes no compromises in terms 
of audio quality. 


| X | Channel selected by S1-1, S1-2, and S1-3 — selected | Channel selected by 51-1, 81-2, ond S13 | S1-1, $1-2, and 51-3 
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Figure 5. Frequency response. Figure 6. Distortion measurements. 


The sample Aurel digital wireless 
audio modules used by Elektor in this ABACOM (abacom@abacom-tech.com) 
article were kindly supplied by P2M 


(France) www.aurelwireless.com 


www.tavernier-c.com 
(080647-1) 

J&C Components (info@jandccomponents. 

co.uk); Radio-Tech Limited (sales@radio-mo- 

dem.com); CHARTLAND Ltd. (chartland@ 


dial.pipx.con). 


Advertisement 


The Propeller chip from Parallax 


Simplify your embedded designs with the Parallax-designed Propeller chip. 
This high-speed parallel-processing microcontroller has eight 

^. 32-bit processors that can perform truly simultaneous tasks, 
independently or cooperatively, with deterministic timing. 


Milford Instruments 
(+44) 1977 683665 
http:/www.milinst.com 


www.parallax.com 
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Ц eke PoE 


Figure 1. 


Power can be supplied via 
endspan PSEs (PoE-capable 
switches or hubs) or via 
midspan PSEs with normal 
switches or hubs. The 
connected device which 
receives power is known 
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as a PD. 






эйр, 


Providing power to apparatus over network cables has always been usual practice for fixed- 





Power over 
. Ethernet 


Stefan Tauschek [Scantec) 


line telephones, and now the same capabilities are becoming available on wired Ethernet. The 
ү $ 


IEEE 802.3af Po  ( Power over Ethernet) standard allows up to 13 watts їо be supplied and its 


successor, PoEPlus (802.3at), allows up to 30 watts. In this article we look at how it works in 


theory and in practice. 


Power over Ethernet (PoE) allows power to be supplied to 
all kinds of devices, from access points to IP cameras. Alt- 
hough users will be happy to be relieved of the problem 
of finding a spare mains socket when connecting up their 
latest gadget, things are not so easy for the manufacturer 
of networking equipment. A 24-port switch fully fitted out 
with PoE needs a power supply with a rating of nearly 
1 kW. High-efficiency switching supplies and careful power 
management are thus needed. 


MEREEN MERREN Switch 


PSE 
(power 
transmitter) 


receiver) 


IP Phone 





IEEE standard PoE 


IEEE standard 802.3af defines PoE. The standard speci- 
fies how both data and power are delivered over a net- 
work cable (generally Cat 5 or Cat 5e). An extension to 
the standard, 802.3at, is already being worked on. It will 
allow for higher power levels, sufficient to supply laptops, 
video phones and high-power WLAN access points without 
the need for separate mains adaptors. 

In delivering power over a network cable PoE is reminiscent 
of analogue fixed-line telephone systems (POTS, or Plain 
Old Telephone System) which provide phantom power to 
apparatus over the a- and b-wires. PoE allows a modern 
VoIP telephone to be powered in a similar way, without 
needing a separate mains supply. 


The problem of thin wires 


Delivering electrical power over a Cat 5 Ethernet cable pre- 
sents some technical difficulties. The conductors used are typi- 
cally AWG 24 (approximately 0.5 mm diameter) and have a 
resistance of around 94 Q per kilometre. The figure is slightly 
higher than might be expected because the individual twis- 
ted conductors in 1 km of cable are slightly more than 1 km 
long. If we consider the maximum cable run for a single seg- 
ment of an Ethernet network (100 m) and use four conductors 
to carry power, we can expect a total loop resistance in the 
region of 10 Q. If the connected device needs say 10 W of 
power at 5 V the current drawn will be 2 A and the cable 
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will drop 20 V and dissipate an astonishing 40 watts! 

The conclusion is clear. To reduce losses in the cables we 
need to use higher voltages at lower currents to send power 
to the attached client devices, each of which will contain 
a DC-to-DC converter to reduce the voltage to the required 
level at a higher current. In the PoE standard the nominal 
voltage supplied is 48 V (with an acceptable range being 
36 V to 57 V) at a maximum of 350 mA. This means the 
system is covered by the SELV (safety extra-low voltage) 
regulations [1]. 


Even at this voltage there is a noticeable voltage drop: 
0.35 A times 10 Q is 3.5 V. The network cable dissipates 
up to 1.2 W. DC-to-DC converters at both the supply and cli- 
ent end ensure stability of the final supply voltage. 


PoE topology 


As Figure 1 shows, a PoE system consists of a source (the 
PSE, or Power Sourcing Equipment) and a number of sinks 
(PDs, or Powered Devices). There are two types of PSE: so- 
called endspan devices and midspan devices. The former 
are sources of data packets and current, while the latter pass 
data packets through and add PoE. 

Figure 2 shows how the unused pins 4 and 5 (positive) and 
7 and 8 (negative) of an RJ45 connector can be used in 
1OBASE-T and 1OOBASE-T systems. An alternative is shown 
in Figure 3, where phantom power is supplied on data pins 
1, 2, 3 and 6. 


Phantom power exploits the fact that Ethernet connections 
provide galvanic isolation between pairs of connected 
devices using a transformer at each end. It is therefore pos- 
sible to add a DC voltage to the signals using the centre taps 
of the transformers, without adverse effect on signal quality. 
This form of PoE is generally preferred as with existing instal- 
lations it is not always certain that the so-called ‘spare pairs’ 
are actually connected in the cables or connectors. In Giga- 
bit Ethernet systems there are no spare pairs, as all eight con- 
ductors are used (in four differential pairs) for data transfer. 


PoE operation 


At power-up a PSE device must first determine whether any 
PDs are connected and what their power requirements are, 
and check that there are no short-circuits in the network. 
To this end the PoE standard specifies a signalling protocol 
whereby the necessary information is exchanged at boot 
time to ensure effective power management. 

After reset or power-up the so-called 'signature detection' 
sequence starts (yellow area in Figure 4). The PSE provides 
a 0.1 V/ps voltage ramp in the range from 2.7 V to 10 V. By 
carrying out two impedance measurements it can determine 
whether a PD is connected. If the detected impedance lies in 
the range 15 kQ to 33 kQ the classification phase begins. 
IF an impedance outside this range is detected, power is 
disabled on the connection. 


The next step is to determine the power classification of 
the PD. During this phase the PSE raises the voltage into 
the range 14.5 V to 20.5 V. The PD should draw a ‘sig- 
nature current’ which signals its power class to the PSE. 
The PSE can then determine the PD’s power requirement. 
The 802.3af standard specifies five power classes (see 


Table 1). 


When classification is complete the PSE raises the phantom 
supply voltage to its nominal value of 48 V. The maximum 
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POWER SOURCING POWERED DEVICE 
EQUIPMENT (PSE) 


Nl А 
8 oP 


SIGNAL PAIR 





Figure 2. 

In a Fast Ethernet system 
power can be supplied over 
the two spare conductor 
pairs. 


POWER SOURCING POWERED DEVICE 


EQUIPMENT (PSE) 





PSE 
Voltage 


Class Event \ 


Іп Intermediate state, 


voltage may range 
as shown until full 
power is applied 


| 


Reset Signature Classification Intermediate-Idle 





Table 1 


Figure 3. 

Phantom power uses the 
data conductors and hence 
is also compatible with 
gigabit Ethernet. 


On Range 


Figure 4. 
Signalling protocol for 
802.3af PoE. 


The 802.3af standard defines four power classes plus a reserved class, which 


= 5.0 0.44 W to 
| 10.5 0.44 W to 


Ec used кии PoEPlus. 


| 18.5 3.84 W to 
: 28.0 6.49 W to 
reserved reserved reserved 
mA 
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Figure 5. 

The classification phase 
in 802.at consists of two 
pulses. 


Figure 6. 

The AS1135 controller is 
available in a 5 mm square 
QFN package. 


Figure 7. 

Block diagram of a PoE 
DC-to-DC converter using 
an A$1135. 
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PoE (802.3af) 
Startup  ——3*. 


Classification 
= (802.3at) 
Startup | 
Mark Range 
| Reset 
Classification Intermediate-Idle 


Reset | Signature | ON 





Processor 


Adapter 
Control 
Signature 
Extended DC-DC 
Controller 


Classification 
& MPS 


with 
Managed 
Emissions 
Control 


Thermal 


Limit 
Protection AT 
Detection 


PD Controller 





losses in the cable are such that at least 37 V appears 


at the PD at a current of 350 mA, for a total power of 
12.95 W. 


There is thus a total of three phases: detection, classifica- 
tion, and application of power (operation). There are vari- 
ous timing requirements that must be observed. For exam- 
ple, under PoEPlus, signature pulses can last a maximum of 
30 ms and the gap between them can be at most 12 ms. 


More power 


The successor to PoE, IEEE 802.3at or PoEPlus or PoEP- 
lus, is under development. It is backwards compatible with 
802.3af and will allow up to 30 W to be delivered to a PD. 
The standard mandates the use of Cat 5e cabling and the 
PSE voltage range is raised from between 44 V and 57 V 
to between 50 V and 57 V. The maximum current is raised 


to 720 mA from 350 mA and the maximum permissible 
cable temperature is set at 45 °C. 

PSEs designed according to the new standard can be used 
with ‘old’ PDs. On the other hand, new PDs can of course 
not draw the full 30 watts from an old-style PSE. The new 
parts of the system are accommodated by extending the 
classification procedure. As Figure 5 shows, there are 
now two classification pulses. PDs conforming to PoEPlus 
must initially identify themselves as class 4 devices. During 
the extra classification pulse they must then draw a signa- 
ture current of 40 mA. A PoE standard device will ignore 
the second pulse, allowing a clear distinction to be made 
between PoE and PoEPlus devices. 


Practical implementation 


Many companies, including Linear Technology, Texas Instru- 
ments and National Semiconductor, are already producing 
chips to support PoE technology. Because of their high level 
of integration we will look below in greater detail at prod- 
ucts from Akros Silicon, a relatively young company. 


The AS1113, AS1124, AS1130 and AS1135 are PoE 
controllers fabricated using a standard high-voltage CMOS 
process. They are physically small and have a high level 
of integration. The AS1113 implements the 802.3af stand- 
ard, delivering up to 13 W of power. The most recent mem- 
ber of the family, the AS1135 (Figure 6), is designed for 
PoEPlus applications and can deliver output powers from 
13 W to 30 W. Since the various PoE devices from Akros 
Silicon are pin-compatible with one another, system manu- 
facturers can lay out a single printed circuit board for both 
high- and low-power devices, avoiding the need for com- 
plete re-designs. 


The PoE ICs include a currentmode DC-to-DC converter with 
softstart and current limiting functions. 

Using suitable external components, flyback, forward or 
buck configurations can be realised, and both isolated and 
non-isolated devices are supported. 


The AS1135 example circuit has particularly high efficiency 
thanks to an active rectifier, where the conventional second- 
ary switching diode is replaced by a synchronously-con- 
trolled FET. This technique avoids the otherwise inevitable 
forward voltage drop of 0.5 V or more associated with 
Schottky diodes, substituting the voltage drop across the 
very low channel on resistance of a modern MOSFET. This 
saves up to 0.5 W or even more at higher currents. 


PoEPlus using the AS1135 


The design we describe here is based on the Akros Sili- 
con reference design. The AS1135 [2] is the first control- 
ler device to support the provisional 802.3at (Draft 3.0) 
standard, which uses a double pulse during the classifica- 
tion phase. It is therefore backwards compatible and can 


be used as a PD adaptor in power-drawing devices and in 
PoE-standard PSEs. 


The highly-integrated DC-to-DC converter drives an external 
power switch and monitors the current through the primary 
winding of a transformer. It provides a soft-start function. 
The switching frequency can be set using a resistor in the 
range 100 kHz to 500 kHz: in the example circuit we have 
selected 350 kHz. The transformers do not need to be made 
specially: suitable types are available from distributors such 
as Coilcraft, Halo Electronics and Würth Elektronik. 
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PD circuit 


The Ethernet cable from a switch or midspan is terminated 
using a Belfuse RJ45 socket/transformer, which supports 
data rates up to 1 Gbit/s and which is designed for use in 
PoE applications. As can be seen in Figure 7, the centre 
taps are taken via a bridge rectifier to the voltage input 
Vpp48l of the IC. In the practical circuit shown in Figure 8, 
all pairs are used and so two bridge rectifiers are provided. 
The signature current of 40 mA is set by resistor at Rejgcc, 
corresponding to power class 4 and thus also to PoEPlus. 
The resistor at Reyr sets the current limit: the pin being left 
open circuit corresponds to the maximum value of 900 mA. 
The feedback pin FB is not used in the isolated buck/boost 
converter configuration, and so is taken to ground. The 
capacitor on pin CSS sets the time constant for the soft-start 
function: 100 nF gives a value of around 2 ms. 
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Since in practice it is not known in advance whether a 
device capable of being powered using PoE will actually 
be used in a network that supports it, devices also need to 
be able to accept power from an external mains adaptor. 
This is very straightforward to set up using the Akros control- 
lers. An external voltage between 10 V and 57 V is applied 
via a diode to pin Vpp 480 and simultaneously via an RC 
network to IVMODE. This tells the controller that an external 
supply is available and Vpp48l is isolated. The DC-to-DC 


converter, however, remains active. 


The voltage regulator circuit proper, shown in Figure 9, is 
rather more complicated. The polarity-protected, rectified 
voltage from the Ethernet cable is taken from pin Vpp48O 
via a pifilter which protects the LAN signal wires from inter- 
ference. From there it goes to the primary side of a trans- 
former and thence to the primary switching transistor, which 
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Figure 8. 
Connecting an AS1135 to 
the Ethernet cable. 


Figure 9. 

DC-to-DC flyback converter 
with an output power 

of 30 W and active 


rectification. 


43 


TECHNOLOGY 





Figure 10. The reference 
board from Akros Silicon, 
ready for operation. 
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switches to ground. The device used here is a Si4848DY 
from Vishay, an N-channel MOSFET with an on resistance 
of around 100 mA at a current of 3.5 A. Components R59, 
R62, C35 and Dé form a snubber network to suppress 
spikes. Short-circuit protection on the secondary (device) 
side is provided by a limiting circuit consisting of R83, C18 
and Q5. In operation the voltage difference between pins 
5 and 6 of the transformer is about 6.5 V. This is sufficient 
to ensure that transistor Q5 remains firmly off. If there is a 
short circuit at the output, the AS1135 sets the mark-space 
ratio of the switching pulses in flyback converter configura- 


















tion to a minimum and the voltage between pins 5 and 6 
falls. Then Q5 starts to conduct and pulls the COMP pin 
of the AS1135 to ground. This in turn limits the current to 
about 100 mA for as long as the short-circuit persists. 


The Fairchild FOD2712 optocoupler allows the AS1135 
to monitor the output voltage. The frequency response of 
the negative feedback loop can be set using an extra RC 
network to achieve stable operation with a quick control 
response and low overshoot. 


The future: 60 W 


As standard PoE has become more widespread for local 
area networks, more and more client devices have become 
able to make use of it. The power limit of 13 W offered 
by 802.3af was, at the end of the 1990s when the stand- 
ard was developed, entirely adequate as there were few 
devices capable of using phantom power and the Cat 3 
cable that was generally installed was not electrically suit- 
able for providing more. 


Since then things have changed: now Cat 5 and Cat 5e 
cable are ubiquitous in network installations, offering 
higher bandwidth and lower resistance. Also, there has 
been a sharp growth in demand for devices such as VoIP 
telephones, IP cameras and wireless access points, which 
can all benefit from PoE. 


PoEPlus supports these developments by doubling the avail- 
able power to 30 W. But, adding to the performance also 
provokes the desire: and so the IEEE 802.3at working 
group is now looking at how power levels of up to 60 W 
can be delivered using Cat 5e cable. 


More power using four conductor pairs 


Since the PoEPlus specification stretches the physical capac- 
ity of Cat 5e cabling and connectors to the limit, a further 
doubling in power can only be achieved by using greater 
parallelisation. The IEEE working group looking at this prob- 
lem is therefore intending to consider delivering electrical 
power over all four Ethernet cable pairs rather than just 
two. That would give a direct doubling of power capacity 
to 60 W. However, the working group appears to have 
suffered a case of cold feet, as in Draft 3, dated March 
2008, a power limit of 24 W for two pairs was 
proposed. There is considerable concern 
over cable overheating, particularly in 
IM cables, which could lead to damage 
К to the cable or even to fires. Whatever 
variation wins through, it is certain that 
PoEPlus in its final form will be specified 
for power levels in excess of 30 W, divided 
over four pairs of conductors. 
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Internet Links 


[1] SELV: 
http://en.wikipedia.org/wiki/Extra-low voltage 


[2] AS1135 product page: 
http://www.akrossilicon.com/products/as1 1 35.html 
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Assorted small circuits in a free 24-page 
section in Elektors December 2008 edition 


For the third year round, Elektor editors and designers have compiled a varied 
collection of simple but useful and sometimes even charming electronic circuits that 
you can build yourself, eliminating, hopefully, any cause to complain about a general 
lack of simple stuff in the magazine. The 2006 and 2007 i-TRIXX supplements were 
generally well received in terms of their classroom merit and technical content, both 
by old hands at electronics and newcomers to the Elektor publication, from all over the 
globe. The success story is continued this year. 


Although the present i-TRIXX collection is again aimed at those of you starting 

out in electronics or on a modest budget & scavenging components from the junk 
box, we know that the circuits presented also have an appeal if you just want to 
slap something up in an afternoon or so. All projects are based on easy to obtain 
components or items normally thrown away as useless just because you're told they 
are not "state of the art", whatever that means. 


An i-TRIXX project is never complicated, big or difficult to understand, we hope! Plus, 
it can be soldered together in a spare hour or so. These free 24 pages contain a large 
selection of these types of circuits pulled from the Elektor lab and from our large circle 
of free-lance contributing authors. If you would like to contribute to next year's 'dose', 
please let me know. 


Happy reading & soldering (all RoHs compliant, of course!) 


Jan Buiting 
Editor 
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Add more speakers 


Design: Franz-Peter Zantis (Germany) 


The chances are that you only have one socket on the back of 
your mini HiFi to connect the speakers. Wiring an extra set of 
speakers in parallel to the originals may damage the amplifier 
output stage if the resulting load impedance is too small. 
Extending the sound of your HiFi into another room (e.g. 
bedroom or study) may not be entirely unproblematic. 


For clarity the modification to only one of the stereo channels 
is described here, simply repeat the process to make 
extensions for both the left and right channel speakers. 

It may be the case that you have a mini HiFi without any 
speakers or you want to use the (usually low quality) existing 
speakers as extension speakers. Firstly check the amplifier 
rating which should be either in the amplifier handbook or 
printed on the back of the amplifier. Choose a set of main 
speakers (LS1) which have an impedance greater than the 
minimum load that the amplifier can handle. This minimum 
load may for example be 4 © in which case 6 Q or better 

still 8 O speakers would be a good choice. Amplifiers with 

a minimum load of 6 © would need 8 О or better 12 Q 
speakers. Most amplifiers will have enough power in reserve 
to offset the reduction in volume. The loudspeaker sensitivity 
with respect to the volume setting now seems to have an 
approximately logarithmic characteristic rather than linear. 
For the extension speaker LS3 make sure its impedance is 
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equal to or greater than the main speaker LS1. too much. The minimum value of series resistor R1 can be 
From the diagram you can see that the principle is really calculated: 

simple, now that the main speakers have an impedance 

greater than the minimum value required by the amplifier it Rij (Rami XT TR х ител A E Reo) 
allows an extension speaker (with a suitable series resistor 

R1) to be wired in parallel without loading the amplifier The value R is the minimum load that the amplifier can 


handle (check the amplifier specification). 
The power rating (P,,) of resistor R1 can now be calculated: 


Р. = (P 


R1 


x R1) / ((Z,,, + В1)^2:7, + Z x R1) 


max 


Power dissipated in the extension speaker will be: 


Pu E (РЕ ^ De) / (С i R1)^2 / Lis р Ls, А R1) 


Power dissipated in the main speaker will be: 


Po E os / (1 i Ls / C y R1)) 


A typical example giving В, = 40, Р, = 50 М, 2, = 80 
and Z, = 8 0 can be worked out in your head. R1 is not 
needed i.e. it has a value of 0 Q and power is divided equally 
between LS1 and LS3, each dissipating 25 W. When however 
Z,., has a value of 6 Q, then R1 = 40, Р, = 33.3 М, P, = 


11.1 W and P,, = 5.6 W. Ensure that the power rating of R1 is 
bigger than this figure. 
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Semiconductor devices such as triacs and thyristors are taking 
over more and more tasks from normal relays. However, this 
doesn’t mean that you can’t build interesting or useful circuits 
with normal relays. 


Switching with relays 


Design: Thomas Scarborough (South Africa) 


There are many practical applications in which it is necessary 
to switch a lamp or other device on and off by using a 

short pulse or briefly pressing a button. For example, this 
method (which is also called toggle operation) is used in 

the staircases of many public buildings for switching the hall 
lights using relays with built-in timers, such as the German 
Eltako series. Relays are a perfect choice for this application. 
A relay with two separate changeover contacts is well suited 
to this sort of job. Many relays are available in encapsulated 
form, which provides better protection against corrosion 

and soiling of the sensitive contacts. In principle, it does not 
matter which product you use as long as the relay is designed 
to handle the intended task. The contacts and the coil must 
both be specified for the currents and voltages used in the 
application. 


Here one of the two changeover contacts (RLA1b) switches 

a load (such as a lamp, machine or motor) on and off. The 
second changeover contact (RLA1a) is used to latch the relay. 
This means that the relay remains actuated after pushbutton 
switch S1 (a normally-open switch) is released. When S1 is 
pressed, RLA1a closes and shorts out S1. As a result, current 
continues to flow through the relay after the button is 
released. A brief interruption is all it takes to stop the current, 
and this is provided by S2, a normally-closed switch. 


Naturally, an external switch such as the contacts of a motion 
detector can be connected in place of S1 or in parallel with 
it. If you wish, you can also use a separate supply voltage 
(‘optional switching’) to energise the relay coil in parallel 
with the usual control arrangement. 


Gag circuit 

We conclude with small story from the author's experience. As 
a youth, he once hid a circuit like this in a rubbish container. 
The idea was that when the lid was opened, it should send a 
current through the filament of an incandescent lamp (with 
the glass removed) to light a string of small firecrackers. 

In order to attract potential victims, Thomas glued a piece 

of paper to the container with a note saying that the lid 
should not be opened under any circumstances. When his 
father came home from work in the evening, he asked with 
some surprise what the note on the container was supposed 
to mean, since he had opened the lid and nothing had 
happened. As his son thought that his circuit must have failed 
to work, he went straight to the rubbish container, opened 

it, and found himself in the midst of a hail of exploding 
firecrackers. As it happened, his father had seen him putting 
together his firecracker alarm earlier that morning. 


INTRUSION ALARM 





THERE ARE A VARIETY OF 
APPLICATIONS FOR 
THIS CIRCUIT, SUCH AS 
THE ONES DESCRIBED BELOW: 


SAFETY MAINS SWITCH >. 

Picture the following situation: while a table saw is running ina 
carpentry shop, there is a sudden power failure. As a result, everything 
stops working, and everyone takes a break. If the shop foreman forgets 
to switch off the machine, it will unexpectedly start up again ‘on its 
own’ when the power is restored. This can be quite hazardous. If the 
above circuit is fitted to the table saw, this cannot happen. It will 
remain in the ‘off’ state even after power is restored, and it can only 
be started again by pressing switch $1 again. For a truly professional 
solution, the circuit can be built using a large green pushbutton for 

S1 and a large red pushbutton for $2 (available in the better class of 
home-improvement shops). 


THEFT ALARM 

For this application, $1 is replaced by a switch with normally- 
closed contacts and the object to be protected (such as a PC) is 
placed on top of the switch so that its weight actuates the switch. 
If the object is removed, the switch closes and a siren is activated 
by RLA1b, and it continues to sound until switch $2 (in a concealed 
location) is pressed. 
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TWO-WHEELER ALARM 

Contact switches respond to motion. If a contact switch is used for 
S1 and the entire arrangement is built into a moped, scooter or 
motorcycle, the alarm will be triggered as soon as a thief moves the 
vehicle. 


If S1 is replaced by a door switch or window switch, the circuit 
can be used as the core of a home intrusion alarm system. With 
this version of the circuit, as many switches as desired can be 
connected in parallel in place of S1. A key switch can be used for 
S2 in this case, so that the siren triggered in case of an alarm can 


only be switched off by the homeowner. 
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Potted-plant battery 


Design: Thomas Scarborough (South Africa) pot soil shared by the plants would act as a sort of ‘common 
ground’ in the literal sense. The pots must also be located on 

As incredible as it may sound, the author has recently been an electrically non-conductive surface. The schematic diagram 

powering a LCD clock module from a set of potted plants. shows how five potted plants can be connected in series to 

A ‘biological power station’ of this sort may remind you of form a biological battery with five cells. 

the well-known apple and lemon batteries, where two 

electrodes made from different metals are stuck into a piece Five or six plants are enough to power a 1.5-V LCD clock or 

of fruit to form a sort of simple galvanic cell. However, in a simple LCD thermometer. Just like a normal battery cell, 

this case the cells of the battery draw their energy directly each plant has two terminals. The first terminal is located 

from the plants, rather than from an electrochemical process. on a branch of the plant. This terminal can be formed by 

Does this means that the plants are actually generating the sticking a needle or small pin through a branch of the plant 

electricity? and connecting an alligator clip to it. The other terminal is in 


contact with the pot soil. 


There’s no question that the plant 
battery supplies free energy. It’s 


not much, but it’s still energy. This | 
energy is apparently not generated 
by an electrochemical process, but 
instead directly by the plants. The 
р 














plants continue to supply energy 
as long as they remain alive. 
Thomas does understand exactly 
how this works, but he knows from 
experience that it does work. 





A potential difference of approximately 0.4 V can be A relatively long metal rod stuck into the soil, also connected 
measured between the plant and the soil it grows in. with an alligator clip, is sufficient for this purpose. All of this 
This voltage source can supply a power of approximately is shown quite clearly in the photos. 

0.8 microwatt, regardless of whether the plant is a small Five or six potted plants can be connected together in this 
houseplant or a large bush. manner to form a series circuit as shown in the schematic 

Of course, this is far too little power for most applications, but diagram. Now an electronic device, such as an LCD clock with 
it is enough to operate a simple LCD clock module. Of course, very low power consumption, can be connected to the outer 
this requires connecting several plants in separate pots in terminals of this battery. The positive terminal of the clock 
series to form a battery. The series connection would not work is connected to a free branch of the first plant in the series, 
if the plants were all in the same pot, since in that case the while the negative terminal is connected to the soil of the 


last plant in the series. 
HOW DOES IT WORK? 


The operating principle of the potted-plant battery is currently the subject of vigorous discussion in 
numerous forums. We don’t want to get involved in these discussions here, but we can present a few 
facts mustered by the author to counter the arguments of his opponents: 


1. The objection that this is simply an ordinary electrochemical reaction can be proven false by using 
gold-plated electrodes, since gold is a noble metal that does not participate in electrochemical 
reactions. Nevertheless, the plant battery produces electricity if gold-plated electrodes are used. 


2. It has been suggested that that the energy comes from the reception of radio signals. This theory can 
be disproved by the fact that the battery also works when it is inside a Faraday cage. 


3. A plant expert has suggested that the electricity is generated by the DNA of the plant. The author 
regards this as the most plausible explanation. 


(Discussion closed.) 
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Design: Thomas Scarborough : | 
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As any hobby gardener will tell you, some form of scarecrow can be useful 
at certain times of the year to protect the crops. You sometimes see a 
traditional scarecrow stuffed with straw and wearing last years cast-offs 
standing in the middle of a farmer's field. You will probably also have 
noticed that after a few days the crows find that this new structure makes 
a useful lookout post where they can perch and contemplate the breakfast 
laid out before them. No matter how closely the scarecrow may resemble 
Ozzy Osbourne, birds quickly learn that static structures pose no threat. A 
much more effective strategy is to use sound energy. The sudden sound of 
a shotgun will set all birds in earshot up into the air, and many commercial 
bird scarers use this effect. 


The author has suggested this very simple circuit which periodically 
produces a loud sound to scare birds. The design consumes very little power 
and uses a common integrated circuit and a piezo sounder. Despite its 
simplicity, field trials have shown that the device is effective: birds simply 
flew away when the unit was switched on. After some time the birds did 
however return, it seems like they eventually become accustomed to almost 
any disturbance. Anyone living close to a vineyard will know that the farmer 
only sets out bird scarers as the grapes begin to ripen so that by the time 
the birds have become tolerant of the noise most of the crop will already 
have been harvested. 


The heart of the circuit is a CMOS counter type 4060B (IC1). This chip 
contains a clock generator circuit which only requires two external 
components R1 and C1 to set the frequency of oscillation. The clock is 
connected internally to a 14-stage binary counter with each stage dividing 
the frequency of the previous stage by two. This circuit uses outputs Q4 and 
Q14 giving division ratios of 2^ (= 16) and 2" (= 16,384). With the values 
given the output signal from Q14 is around 1 Hz. This frequency is not 
audible but is used here to turn TR1 and with it the piezo sounder on and 
off. The circuit periodically produces a loud screech. If necessary the piezo 
sounder X1 (the type without any internal electronics) can be replaced by a 
small piezo tweeter unit to increase the sound level. 


The whole circuit can be powered by primary cells but if the unit is going 
to be used for longer than about one week it is better to use a high 
capacity rechargeable battery. The circuit can also be expanded by adding 
a Light Dependent Resistor (LDR) so that it turns off at night. Remove the 
connection to ground on pin 12 and connect instead an LDR between pin 12 
and ground. Connect a 10 КО (or thereabouts) trimmer between +12 V and 
pin 12, now adjust the trimmer so that the circuit shuts down as evening 
approaches. 
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(Elektor Labs) 


As long as you 

are in 

control and 

it’s not 

too windy 

then flying 

model aircraft 

can be great 

fun. What happens 

though when, for some reason 
the model stops responding to you 


Signals and sets off on its own into the wild blue 


yonder? Panic breaks out, one thing you can 


of is that it will eventually come down, the only 
question is where? (and in how many pieces?) 

A minor technical glitch can mean that you spend 
the next few hours scrabbling through hedges, 
wading across bogs, being chased by dogs and 


climbing trees in search of the model. Who 


said that flying model aircraft was a sedentary 
pastime? Maybe you should be using more of 
your other senses rather than just relying on 
your eyes to track down the wayward model. 


This circuit may be of some assistance... 


When you think of all the time, money and 
energy that you have invested in building 


your model it would be almost negligent not 


to take the precaution of adding this very 
simple circuit to the model’s electrics. The 
operating principle is very simple; as long 
as the receiver is picking up a signal from 
the transmitter the circuit remains quiet but 
when the signal disappears for whatever 
reason it starts to make a loud beeping 
sound. The loss of signal may be due to the 
model flying beyond the transmitter range, 
a temporary electrical fault or the receiver 
battery voltage dropping too low. When the 
search is underway an acoustic signal has 
the advantage that it can be heard from a 
great distance and is very easy to locate 
even if the model has come down behind a 
bush or in a tree. 


The circuit is simpler than it looks. 

input signal is provided by опе of the 
servo outputs on the receiver. 

When the servo impulses stop IC1.A no 
longer charges C2 via 01 and R2. After a 
short while IC1.B begins to oscillate on 
and off at a low frequency turning the 
piezo beeper Bz1 rhythmically on and 
That really is all there is to it. The inputs 
of unused gates IC1.C and IC1.D are tied 
ground to ensure that they do not oscillate 
and draw unnecessary current. (Both 
outputs of these gates will therefore be 
‘high’). 
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The circuit can 
be powered from the 
receiver battery pack; it only 
takes a few pA in normal use 
when the beeper is not sounding. 
If the model flies off because the 
battery pack voltage has sunk too 
low it will not pose a problem for this 
circuit. It consumes very little current 
and will carry on beeping for a long time 
after the receiver stops working, until 
the batteries are almost completely flat. 
It is possible to power the circuit from 
its own battery pack but you would also 
need a double-pole on/off switch to 
switch the receiver and alarm together. 
Otherwise with separate on/off switches 
you may forget to turn the alarm back on 
again the next time you fly. 


be sure 


The circuit is so simple and small that it can be 
built on a small piece of perforated prototyping 
board. Once it has been constructed, wired-up 
to the receiver and switched on it can be tested 

simply by checking that the beeping starts shortly 
after the transmitter is turned off. For peace of mind it 
makes sense to perform this check before the model is 
released. Next time you visit the flying field you can relax 
a bit more knowing that if your model does head off on 
its own you stand a better chance of recovering it, unless of 
course it’s taken a dive into a lake... 
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An intercom using 
SIX components 


Many electrical transducers have reversible 
properties: spin the shaft of an electric motor and it 
becomes a generator, connect a loudspeaker to the 
input of an amplifier and it works as a microphone. 
With this last example in mind it is possible to build 

a super simple intercom that can also be used as a 
baby monitor. Two piezo loudspeakers are used here 
as both microphone and loudspeaker, giving a total of 
six components for the complete circuit. 


As can be witnessed from the circuit diagram the 
intercom does indeed contain very few components. 
The circuit is sensitive enough to pick up speech and 
any other background noise at a distance of a few 
metres from the microphone. The unit uses a power 
opamp fitted in the master unit to boost the signal, 
giving a maximum output power of around 0.5 W. 
Control of the intercom conforms the master-slave 
principle; the master site operator has total control 
over the system from switch on to talk/listen control. 
The remote site consists of just a simple enclosure to house the piezo 
loudspeaker and is connected to the master unit using two-core cable. 
The design is simple but quite versatile and is suitable for many 
applications ranging from house intercom to baby monitor. 





Ignoring the power supply and the on/off switch $1 the complete circuit 
uses just six components. The two-pole send/listen switch $2 simply 
reverses the positions of X1 and X2 in the circuit. For this reason it is 
important that the transducers are both of the same type. Two moving- 
coil loudspeakers can also be used in the same basic configuration but it 
would be necessary to include an impedance transformer at the input to 
match the opamp input to the (lower) microphone impedance. The piezo 
transducers used here have a much higher impedance and do not need a 
transformer which helps keeps the component count down to an absolute 
minimum. 


Signal amplification is provided by the power opamp type LM380N (IC1). 
With S2 in the position shown in the diagram X2 acts as the microphone 
and X1 as the speaker. Operating the switch swaps the function of X1 and 
X2. The switches together with one of the piezo speakers (X1 or X2) are 
fitted into the master enclosure while the other speaker is fitted at the 
remote site (front door, garden shed, nursery etc.). A two core cable is all 
that is needed between the two units. 

Both X1 and X2 should be the same type of speaker. The 2-inch tweeter 
type KSN1020A from Motorola is a good choice here but any similar piezo 
tweeter would also be suitable. It is important not to use a conventional 
low-impedance midrange or bass speaker fitted with a coil and magnet. 
During testing the circuit proved to be quite sensitive; if both speakers 
are in the same room you will hear the unmistakable screech of acoustic 
feedback. It is better to put the speakers in different rooms or alternatively 
for the purposes of testing only, the circuit sensitivity can be reduced by 
changing the value of C1. 
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In operation the circuit consumes around 12 mA so a 12 V stabilised mains 
adapter is an ideal power source but batteries could also be used and 
would give a reasonable life expectancy if the unit were not in continuous 
operation. 





10 





Schrödingers egg 


Design: Rob Reilink (The Netherlands) 


Boiling an egg to give the correct yoke consistency is clearly a 
very serious business. Everyone has their own preference and 
its a sure indicator of a bad day ahead when your breakfast 
egg turns out to be over or under cooked. Empires have 
crumbled, marriages failed and banking institutions brought 
to their knees all for the want of a perfectly cooked egg. OK 
so maybe we are guilty of over-egging the pudding slightly 
but the 'doneness' of a boiled egg is difficult to gauge, other 
foodstuffs are not so secretive; they change colour or yield 

to the prodding of a knife when they are cooked but a boiled 
egg just sits there in the pan gently bouncing up and down... 
A bit like Schródinger's cat experiment we cannot know the 
state of the contents until the box/shell is cracked open. 
Unlike the fate of Schródinger's cat we can predict the 
outcome by measuring cooking time. Providing the other 
variables (egg size, initial egg temperature) are constant 
measuring the cooking time should produce consistent results. 


Kitchen timers come in all shapes and sizes the design here 
emulates the old clockwork wind-up versions with a pointer 
indicating the time left. Two pushbuttons are used to set the 
timed period, indicated by the number of LEDs illuminated. As 
the timer progresses fewer LEDs are illuminated until at the 
end of the timed period they all go out, indicating that the 
egg is perfectly cooked. 

Thinking about how the circuit could be implemented you 
would probably begin with some digital timer/counter to 
provide an accurate time base and then add a few gates 

and drivers for the LEDs. You may even want to simplify the 
hardware more by using a microcontroller. Over the years we 
have seen many similar designs that have gone down this 
route but maybe there is an alternative solution? 


As demonstrated here and using very few components we 

can also approach the problem from an analogue direction. 

A repeatable time base is produced by measuring the time it 
takes for the voltage in an RC network to decay. 

The graph plot illustrates what happens when a charged 
capacitor C is discharged through a resistor R. The voltage 
does not fall linearly with time but instead traces a curve 
corresponding to the 
exponential function. 

If we were to set 
voltage thresholds every 
0.5 V and measure how 
long it takes for the 
voltage to fall 0.5 V it 

is clear that in the first 
time period would be 
shorter than the second 
which in turn would be 
shorter than the third 
etc, not exactly ideal for 
a time base. The answer 
to this problem of non 
linearity is to use an 
LM3915 IC. This device 
is a dot/bar display 
driver for 10 LEDs. The 
input voltage level is 
connected internally 

to 10 comparators 

each with a different 
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threshold voltage. The thresholds in the LM3915 are related 
exponentially so that they compensate for the discharge 
curve. The time period between each LED going out is now 
equal. 

The RC network is made up from C1/C2 in parallel and R3. 
Two small capacitors in parallel are used here because they 
take up less space than a single larger capacity capacitor. 
Pushbuttons SW2 and SW3 are used for setting the time; a 
press on SW3 extends the time while a press on SW2 reduces 
the time. Once the desired number of LEDs are lit the buttons 
are released and the timer runs. 


Transistor Q1 limits the voltage on C1/C2, without this 
measure the capacitor would charge up to the supply voltage 
and the first time period would be very long. Q1 limits the 
voltage to approximately 0.6 V above the internal reference 
voltage (Pin 7 of U1). R4 reduces the current drawn from the 
reference to 0.5 mA. The LED brightness is also defined by the 
current drawn from the reference voltage. 


Using the layout diagrams given here it is possible to make 
your own PCB. The images can be transferred to a transparent 
film ensuring that the finished PCB outline measures 72.6 x 
47.8 mm. A .pdf file for the layout can also be downloaded 
from the corresponding page of the Elektor website, just click 
on 'Layout' to open the file in Adobe Reader. Armed with a 
copy of the layout on film you should be able to get the PCB 
made up in an electronic workshop or PCB manufacturers 
assuming you do not want the bother of making it yourself. 
Construction can begin by first fitting the resistors then the 
capacitors followed by the LEDs and transistor. An 18-way 
socket can now be mounted to take the IC and lastly fit the 
pushbuttons and then on the back of the PCB fit the battery 
holder for the two AAA cells. 

You can experiment with the values of C1/C2 and R3 to alter 
the maximum timing period. 


45V R6 


ension 








Design: Jeroen Peters 
(The Netherlands) 


Don't worry — we're not planning to 
reinvent the cable remote control units 








Remote Control Ext 


used in the 1960s. You can continue to GND 
use your stable of IR remote controls BC547B BC639 SFH5110 
: : б МЕ 555 

(а different one for every imaginable 
device), and using infrared remote control it 
will be even more convenient than before. 
A normal remote control unit is helpless 
if the distance is too great or the device 
to be controlled is in a different room (or E E || || ||B 
worse yet, concealed in a cupboard). We C 
can change that. 
In brief terms, the operating principle of the solution its output goes low and the collector of T1 goes high. This 
presented here is that you place an IR receiver in a location signal drives the Reset input of the timer IC (IC2), which acts 
where it is readily visible to your IR remote control unit. as a controlled 36-kHz signal source. 
The received signal, in electrical form, is processed and sent 
further on its way via an IR transmitter LED (and a length of IC2 acts as an oscillator. As long as T1 provides a ‘high’ 
cable if necessary). This way you can not only increase the signal, a pulse waveform at the desired frequency of 36 kHz 
range, but also magically operate devices 'around the corner' is present at the output. The frequency is determined by R3, 
under remote control. You can also turn down the music in the R4 and C2. Although the frequency may vary slightly due 
living room while the food is being served in the dining room, to component tolerances, this does not have a significant 
and much more. effect in practice. In summary, we can say that whenever the 

receiver sees IR light, the circuit emits IR light at a frequency 
With regard to IR remote control, you should be aware of 36 kHz via IC2 and the IR LED (D1). 
that there is no such thing as a single operating principle 
- instead, there is a host of signal types, modulation scheme Transistor T2 is an amplifier stage that provides the current 
and codes. Every manufacturer, be it Sony, Philips, Sharp or through the LED (approximately 60 mA). The current pulses 
Panasonic, thinks it has to define its own standard. The only are filtered by R6 and C3 to reduce the peak load on the 
common factor is the use of pulsed IR light. In other words, power source. As the maximum supply voltage is 5.5 V, a 7805 
the signals are transmitted as a series of short or long pulses is a good choice for providing a regulated supply voltage from 
of light at specific base frequency. The pulse widths are in an unregulated DC voltage in the range of 8 to 12 V. 
the range of a few microseconds. Using modulated IR light Take care that the light from the LED cannot fall on IC1, as 
provides better noise immunity with respect to sunlight otherwise the circuit will go into business on its own and 
and light from household lamps. The modulation frequency constantly emit IR light, which makes it useless as remote 
is typically in the range of 30 to 45 kHz. For the sake of control extender. 
simplicity, you can use a receiver with a typical average value If necessary, you can use a length of cable to connect the IR 
of 36 KHz, since the receiver modules are not that highly transmitter LED to the circuit board. This worked quite well 
discriminating. with the prototype for a distance of up to 3 metres with 

a twisted-pair cable. Even longer distances are probably 
The Osram SFH5110-36 (IC1) is a fully integrated IR receiver possible. 


(see photo) that operates at 36 kHz and generates pulse 
signals from the received IR light. ICs of this type are 
available for a number of other frequencies, but experiments 
have shown that most remote control units also work with 
the 36-kHz version. Nevertheless, you can use an SFH5110-33 
(33 kHz) or an SFH5110-40 (40 kHz) if it suits your purpose. 


Here T1 simply acts as an inverter, so a signal with the right 
polarity for IC2 is available at R2. When IC1 receives IR light, 





Eco-server 


(Dr. Thomas Scherer, Germany) 


You may have considered using a server to store photos which can be shared 
with family and friends on the Internet or maybe you would prefer to host 
pictures of your eBay sale items on a home server for ultimate control. All of 
this can be achieved with a dedicated PC (or server) but it needs to be running 
24/7 which is quite wasteful and not at all eco-friendly. On top of this, to 
allow access it is necessary to open ports in the PC and router firewalls and 
this can compromise system security. A much better solution is to build this 
small, neat and silent internet server which consumes just 2 W and can be 
bought cheaply. 


The eco-server can be built into the case shown. It looks like a Mac mini but is 
in fact a Network Attached Storage enclosure with space for a 2.5 " hard drive. 
Googling "Landisk Mac mini" should bring up a supplier (mostly European). A 
USB port also allows it to be used as an external drive. The item can be found 
at on-line auction sites where it usually retails for less than 50 euros. You get 
quite a lot for your money! 


In addition to the mini fan and switch there are two LEDs indicating network 
activity and a socket for the efficient 12 V (switched mode) mains adapter 
input. There are connectors for the USB 2.0 and 10/100 Mbit Ethernet LAN 
also on the rear of the unit. In addition to its function as a USB hard drive it 
also contains a complete Linux PC with integrated server software including 
SMB for windows using the FTP necessary for Internet communications. All 
Administration including set-up and security configuration are performed via 
the integrated web site. 
SCE шш: | At this price you really could not build a Linux PC yourself from scratch. The 
1-2 3 External Gp 1-2 a +50 Ой power cables and IDE ribbon cable connector are shown in the photo above. 


2-3 2 IDEPiA-ZÜ "EE a B 


err LT acie ES d The complete micro-PC uses just 150 mA at 12 V. To keep the power demands 
2-32 Slave Д to an absolute minimum we аге going completely solid-state and using а СЕ to 
- IDE adaptor which allows a Compact Flash card to be fitted in place of the hard 
drive. Without the hard drive the fan is not required and can be disconnected. 
a ae ‚ UEM You will now need a cable to connect the CF adapter to the IDE 
ШИШ ҮЙҮНҮ P md 2ر‎ JPI connector; this can also be purchased for less than 10 euros. 
a) e bl eg s The power connector on the adapter card is the same as ——— 
j that used by floppy disk drives so it is necessary to make a | COMPACT FLASH n 
006018.) | М5 small adapter cable. 
Mo Eveng HADE IN CHINA jo Unfortunately the IDE connector on some CF adapter cards is 
PAYEN FFP T1 М Е $ Ery 7 aaa female (unlike a true hard disk which has a male connector) 
so it is necessary to either buy a suitable IDE extension | Sms V1 Cmory. 
cable or make your own gender changer using two male 40- «и 
ріп connectors and а short length of ribbon cable as shown 
below. 
In this application the speed rating of the CF card is not critical, the 4 GB 40x 
card used here is fast enough and can be bought for less than 10 euros. Total 
power consumption for the complete mini-server is just 170 mA at 12 V = 2 W! 
A peek inside the case shows how it is all arranged. 
The finished mini-server can just be tucked away on a convenient shelf, 
without a fan it runs silently. Files can be transferred to and from the card 
locally over SNB. Open port 21 in the router’s firewall to the server’s IP 
address. The server can be assigned a fixed IP address in the same address 
range (scope) as the router (e.g. 192.168.1.100 when the router itself has 
the address 192.168.1.1) and disable DHCP on the server set-up. The server 
has a maximum data rate of around 3.5 MB/s. Below is a screenshot of the 
integrated website user interface. 
The eco-server is also inherently very secure; all of the software is stored 
in flash ROM which is relatively immune from attacks by marauding cyber 
vandals. 
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Parking sensor (also for men...) 


Design: Thomas Scarborough (South Africa) 


Apparently there is scientific evidence suggesting that women 
are at a disadvantage when it comes to carrying out tasks that 
require a high level of spatial ability [1]. This would seem to 
support the cliché long held by many chauvinistic men that 
women will never be any good at parking their car. There are 
however just as many studies that refute these findings so it 
is not scientifically justifiable for any open-minded person to 
base their attitudes on the conclusions of just one study, no 
matter how sure they may be of its findings. Recently one of 
our colleagues here Pere Kersemakers the editor in charge of 
i-Trixx, himself a confident car driver, made a complete hash 
trying to park his car on the street between two other cars. He 
came away with more than just a dent to his pride. Needless 
to say, just across the road seated in front of a pub were some 
young women enjoying a quiet drink. 

His feeble excuse at the time was that although men are 
normally better than women at doing some jobs they can 
easily get distracted... It looks like even experts might 
sometimes benefit from the assistance of an electronic parking 
sensor if only to help keep their minds focussed. 


According to recent research it has been shown that a large 
majority of the species ‘homo electronicus’ carry both X 

and Y chromosomes i.e. they are male. With this in mind we 
added the bracketed comment in the title. It was thought that 
otherwise the majority of readers may, after a cursory glance 
at the article’s title, simply dismiss the article thinking that 
they personally could not possibly find a need for it. The truth 
is that many carmakers are now offering parking sensors as 
expensive accessories for their new models and anyway even 
if you do not want to use one yourself why not build one for 
someone you know who will find it useful? 

Thomas Scarborough from South Africa has developed this 
very simple but useful active SONAR circuit. Using just five 
components it should only take a few hours to build the unit 
and fit to a vehicle. SONAR (SOund, Navigation And Ranging) 
is a technique which uses sound propagation to detect 
obstacles, communicate or make measurements. The system 
is particularly effective underwater where it is used to make 
depth measurements, detect other vessels or locate fish 
shoals. Above the water ships also use the technique to detect 
obstacles in low visibility conditions. Historically the first 
complete sonar system was the result of collaborative work 
by scientists of several nations and after the Titanic disaster 
in 1912 there was a need for ships to be fitted with systems 
which could detect icebergs. Without SONAR the remains of the 
Titanic would not have been discovered in 1985. 

The parking sensor described here works on the active SONAR 
principle. The circuit can detect obstacles within a range of 
around 1 m. The unit does not necessarily need to be fitted 

in a car bumper it can also be mounted on the end wall of a 
garage where it will indicate during parking when the car is 
close to the wall. 

The operating principle is so simple that you have to wonder 
why it hasn't been done before. In the same way that a 
feedback howl occurs when a PA system is not set up correctly 
so that sound from the speakers bounces around the room, gets 
picked up by the microphone and amplified. This circuit relies 
on the feedback produced when a sound reflecting surface (a 
wall or another car) bounces the sound from X2 to X1. 

The only IC used is the LM380N (IC1) power opamp which 

has a fixed gain of 50. The piezo sounder X2 emits the signal 
amplified by IC1 consisting of background noise picked up by 





LM380N . 


pe- 


Sounder 


the sounder X1. Without a reflector the sound energy picked 
up by X1 is not sufficient to initiate feedback but when a 
reflective surface is brought closer to X1 and X2 some part of 
the signal will be amplified with a gain greater than unity. 

The resulting feedback signal occurs at the resonant frequency 
of the two transducers and is in the low kilohertz band. The 
separation distance does not have too much influence on the 
resonant frequency. The tone is quite loud because peak sound 
pressure is achieved at resonance. 

For this application it is important to use simple piezo sounders 
for X1/X2 and not the type which have built-in electronics to 
make them buzz. These are normally used to output sounds 
but as this circuit shows they can also be used to detect them. 
Make sure both transducers are the same type so that their 
resonant frequencies are as close as possible to get good sonar 
effect. C1 increases the coupling from output to input making 
the circuit more sensitive. C2 provides AC coupling to X2. 

Using simple piezo transducers like those shown the circuit has 
a range of around 1 m. This can be doubled if more expensive 
piezo tweeters are used in place of X1 and X2. 

The entire circuit can be fitted onto a small piece of perforated 
prototyping board. The value of 470 pF for C1 is about optimal 
for most applications. X1 and X2 should be mounted about 1 m 
apart, both facing in the same direction. Without C1 the circuit 
is much less sensitive so X1 and X2 can be mounted closer, 
with a separation of just a few centimetres. The detection 
range will now be from 1 to 10 cm. With one circuit mounted 
on the left and another on the right rear of the car you now 
have a useful parking aid. Try experimenting with C1 to 
achieve optimal range for your application. 

The circuit takes around 12 mA so if the unit is fixed on the 
rear wall of your garage it will need a mains adapter. In 
constant use a set of batteries only last a few days so it would 
not be economically or ecologically wise to power the unit in 
this way. 

Transducers X1 and X2 could also be positioned by a door to 
announce arrivals or could be used to announce ‘close the door 
after you’. It can also serve as an alarm to protect the contents 
of cupboards or cabinets. With X1 and X2 fitted underneath 
expensive equipment like for example a laptop, it will let out 
an alarm beep when the equipment is lifted up. 


Internet Link 
[1] http://news.bbc.co.uk/1/hi/health/4202199.stm 
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The author had never imagined that a little 2.4-W halogen 
bulb would not last even one hour on the bike. From a 
technical perspective, this has to do with what is called the 
‘bathtub curve’: most components fail either right away 

or after a long time. So it was probably just bad luck - ог 
perhaps not? Maybe the hub dynamo was the culprit. This was 
his first experience with such a high-tech generator on a bike. 
As we all know, there's nobody faster on the draw with a 
screwdriver than an electronics hobbyist, so already the next 
morning his bicycle lamp lay in pieces on the kitchen table. 
He discovered that in addition to the switch, it contained a 
pair of 6.5-V zener diodes wired in reverse parallel to protect 
the bulb against excess voltage. No problem then - just bad 
luck. 


Still, he decided that from then on an incandescent lamp had 
no place on such a fancy bike, so it was out of the question. 
His resolve was firm: a LED had to go in. 

Compared with a glowing coil of wire inside a glass bulb, a 


LED has the advantage that it not only has a longer useful life — 









and a more constant brightness over its useful life, but 
that modern LEDs actually have higher light. puc tha 


means more light ced end to bulb replacement. 
Fortunately, power LEDS fated at SW and suitable for this) 
application have been available for some time now With 
1-Watt types, you re more’likely to end up with а ha y glow Wwe 
than with a real light. The next step was to order a 3-Wati 
LED and associated optics. Optics are necessa because 
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the radiation angle of a bare LED is too wide (more than 
120 degrees), and a LED cannot use the existing lamp 
reflector effectively. Optics with a beam angle of 20 to 30 
degrees are suitable for this purpose. 


However, you need more than just a LED and the optics. A 
dynamo supplies roughly 6 V AC at a rated power of 3 W, 
which isn’t the right match. LEDs need DC, so a rectifier must 
be fitted upstream. The typical voltage across a Luxeon 3-W 
LED operating at its rated current of 700 mA is 3.7 V, which 
isn't the best fit to the 6 V / 0.5 A rating of the dynamo. A 
bridge rectifier always has two diode junctions in series, so 
the voltage across the LED plus the rectifier is around 5.2 V. A 
1.2-0 / 2 W series resistor for current limiting adds another 
0.84 V at a peak current of approximately 0.7 A (even a hub 
dynamo can’t deliver more than this). With this load, the 
dynamo output thus needs to be slightly more than 6 V. The 
LED can handle current pulses as high as 1 A. 


Installation: It is usually necessary to cut a piece off the 
back of the reflector to make room for the LED optics. The 
author filled the space between the reflector and the optics 
with heat-melt glue. This makes a bombproof joint with the 


reflector. To improve heat dissipation, the small aluminium 


plate of the LED was bolted to a slightly larger aluminium 
plate with an edge length of around 4 cm. Four holes were 


drilled in the latter plate to receive the plastic posts at the 


of me LED optics. After the plate is fitted over the posts, 


Postscript: Due to the imperfect match, this sort of 
arrangement with a 3-W LED is not much brighter than a 
lamp with a ae bulb. Another issue is that the traffic 
es: where.. .) are so strict 
ae n not allowed. 





Theremin Is Alive and Well 


Design: Thomas Scarborough (South Africa) 


Léon Theremin (or as he was christened, Lev Sergeivitch Termen), a Russian inventor, 
left the ranks of the living in 1993, but the electronic musical instrument that he 
invented in 1919 and which bears his name has made him nearly immortal [1]. Here 
we describe a modern version of this instrument, which is played without touching it 
and has an almost mystical aura. After an hour’s worth of work with the soldering iron, 


you can entrance your audience with unworldly sounds. 


Of course, the construction of a real theremin is more 
complicated than the circuit described here. By using a 

small medium-wave AM radio as a supplementary external 
component, we managed to considerably reduce the number 
of components. This is because a theremin is essentially 
nothing more than a small radio transmitter whose frequency 
can be modified by moving your hand closer or further away, 
within a range of around 30 cm. This frequency change 
(modulation) results from the effect of capacitive coupling, 
and if you select the right carrier frequency it can be 
converted to the audible frequency range by using a suitable 
receiver. 


With a bit of practice, you can easily learn how to wave your 
hands and arms in the air close to the theremin in order 

to impress your listeners with melodies produced entirely 
under your control - a process that often appears like magic 
to spectators who aren't aware of how it works. The circuit 
described here has one distinct shortcoming relative to a 
genuine theremin, which is that it not possible to vary the 
loudness of the generated tones. 


The circuit is based on a type 4093 CMOS IC. The prototype 
was built using a Motorola type MC14093BPC. Only three of 
its four gates are used here. The inputs of the unused gate 
(IC1d) are tied to the supply voltage rail in order to prevent 
interference. 


The first two gates act as oscillators. Gate IC1a oscillates 

at approximately 3 MHz, as determined by the frequency 
formula f = 1 / (2.2 x В x C). In practice, the frequency of 
the oscillator is slightly lower than the calculated frequency. 
IC1b oscillates at around 100 kHz. The outputs of the two 
oscillators are mixed in gate IC1c. The signal from the mixing 
stage is responsible for the audible tone, which can be 
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received by a radio placed next to the circuit - not only at 

3 MHz, but also at several other spots on the dial. It can even 
be received in the short-wave band. 

With the circuit switched on, rotate the tuning knob of the 
radio until you find the setting where the signal has the 
maximum volume and the least interference. You should hear 
a constant tone from the speaker. If you now move your hand 
close to the sense electrode (marked ‘Sensor’ in the circuit 
diagram), your body capacitance acts in parallel to C1 to 
increase its effective capacitance. This changes the frequency 
of oscillator IC1a, and thus the frequency of the audible tone. 
With only a small amount of practice, you can learn to play 
the instrument and produce exactly the melody you want to 
hear. 


Use a short, well-soldered wire to connect the sensor to the 
circuit board. A piece of aluminium foil or copper-plated 
circuit board makes a suitable sensor. In the photo, the 
connection is made using the yellow alligator clip. 


You can use a length of coaxial cable to feed the output signal 
of the circuit (from the pin with the green alligator clip in the 
photo) to the aerial input of the AM radio used as a receiver. 
The screen braid of the cable must be connected to circuit 
ground. 

As radio receivers with an aerial connector for medium-wave 
signals have become rather scarce nowadays, you can also fit 
an alligator clip to the far end of the cable and secure it to 
the ferrite rod antenna of the receiver. 


The Theremin circuit can also be used for non-musical 

purposes, such as a person detector or theft alarm. If you use 

a large piece of aluminium foil as a sensor and place it under 

the doormat, the arrival of a visitor will be signalled by a 

change in the pitch of the tone. Naturally, you could also use 
a metallic door knocker as the sensor. 


If an object that you want to protect against theft 
is placed on top of the sensor foil, it effectively 
becomes part of the sensor. This means that 

the pitch of the tone will change if the object is 
removed. Here the actual sensor can be concealed 
by a non-conductive object, such as a tablecloth, a 
book, or the like. 

The circuit can be powered by a battery ora 
(non-stabilised) 12-V AC mains adapter, 

and it draws only a few milliamperes. 7 





Internet Link 
[1] www.thereminvox.com 
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230 V Input 


USB 


Does this sound familiar: your PC is switched off, but the 
monitor, speakers and so on are still consuming power 
because you forgot to switch off the peripheral devices? Of 
course, switched socket strips are available, but they aren’t 
the most attractive desk accessories and you can’t reach the 
switch if the strip is located under your desk. Or you may 
simply forget to switch it off. 

A better and more convenient solution is a master/slave 
socket that supplies power to the ‘slaves’ (peripheral devices) 
only when the ‘master’ (PC) is drawing power. However, 
getting the sensitivity setting right is often difficult with such 
a device when it is used with a PC. 


For a master/slave socket to work properly, it must sense 

the current drawn by the master and switch the power to the 
peripheral devices on or off when the current rises above or 
drops below a certain value. In addition to being convenient, 
this can be quite useful. For example, if power-hungry devices 
(such as a RAID system with a large number of disk drives 
and a beefy power supply) are switched on at the same time 
as a high-performance PC (which nowadays may feature an 
incredible 1-kW power supply), you run the risk of blowing a 
fuse or tripping an MCB. If the peripheral devices are switched 
as slaves, there is a time delay because the circuit takes a 
while to respond. This is a very nice 'side effect'. 


Unfortunately, this approach does not always work reliably 
with a PC, because modern PCs are (unfortunately) not 
switched on with a proper mains switch. Instead, a button 
triggers a circuit that in turn enables the power stage of 
the power supply. Switching off the PC via ‘Start’ a’Turn 

Off Computer' is now common practice. As a result, the PC 
has at least three operating states with regard to power 
consumption: (a) normal operation, (b) various sleep states, 
and (c) switched off - although it still draws current in the 
‘off’ state. The circuitry of the socket strip cannot always 
clearly distinguish the various states, with the result that 
the slave devices are sometimes switched off and on in 
rapid succession. In addition to being bad for the peripheral 
devices, this can cause premature contact wear in the relay 
usually fitted in the socket strip. 


However, help is at hand: with only four electronic 
components, you can build a simple and reliable USB- 
controlled socket strip as shown in the schematic diagram. 
As you can see, all you need is a resistor, an LED (optionally 
red), and a solid-state relay (also called an electronic relay). 
IC1 can handle up to 8 A if fitted on a heat sink, which 
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corresponds to nearly 2 kW at 230 V. As you rarely need this 
much power, the circuit is fitted with a 3.15-A (slow-acting) 
fuse F1. 

Here’s how it works: when the PC is on, +5 V is present on 
the USB ports. Consequently, a current flows through R1, LED 
D1 and the control input of IC1. Although a control current of 
8 mA is sufficient, to be on the safe side the current is set to 
13 mA here by resistor R1 (150 О). 

Please note that this minimum-component solution is only 
possible with the type 5202512 relay [1]. This is because it 
includes not only a zero-crossing detector, but also a snubber 
network to reduce voltage spikes during switching. 


Construction: This circuit operates at mains voltage, which can 

have fatal consequences with careless or improper work. You 

should never simply solder the four components together and 

stuff them into a box, and leaving them exposed in operation 

is taboo - without exception. 

Proceed as follows: 

1. Obtain the four components. 

2. Buy a small plastic case with a built-in mains plug. 

3. Obtain a fuse holder for the fuse (panel-mount type). 

4. It's also a good idea to use a bezel for the LED to hold it 
securely. 

5. Take a USB cable, cut off the 'B' plug, strip back the cut 
end, and separate the individual conductors. 

6. Take an AC socket strip (with three sockets) and cut off the 
plug. 

7. It is advisable to use cable feedthroughs with compression 
fittings (cable glands) for the USB and mains cables 
(steps 5 and 6) to prevent the cables from being pulled 
loose. This is important. 


After you have prepared all of this, fit IC1 in the mains-plug 
case with screws and fit the LED in a (plastic) bezel. Fit the 
two cable glands in holes drilled for this purpose. Now pass 
the two cables through the glands and clamp them firmly in 
place. Keep the cable lengths reasonably short. Finally, use 
short lengths of insulated stranded wire (thin for the LED and 
thick for pins 1 and 2 of IC1) to wire everything together. If 

it looks like the accompanying photo, you can screw on the 
lid of the case, insert the fuse in the fuseholder, and plug the 
case into a mains socket. 


If nothing pops (no explosion) and you don't see any smoke, 

use a mains tester to check the USB plug. If nothing lights 

up with either of the outer contacts, you can risk inserting 

the plug in your PC. If the red LED lights up when the PC 

is switched on, you have apparently done everything right 

and you can plug the power cables of the monitor and other 

peripherals into the slave sockets. With a 3.15-A fuse, you can 
easily handle a slave device load of up to 
500 watts. 


Slaves 


Link:[1] sharp-world.com/products /device/ 
lineup /data/pdf/datasheet/s102s12_e.pdf 





Electronic 


= 


саї 


Thom 


as Scarborough 


(South Africa) 

















The eyes of almost all members of the cat family are much more sensitive at night than the 
human eye. At low light levels, cats not only see approximately twice as well as we do, but 
also notice practically every movement in their field of view - as many a small grey rodent 
has learned to its regret. This means that in theory a cat would make ап dog 
if (and there’s the rub) the species Felix catus actually had any inter ] 
se an electronic cat’s eye as an intrusion detector, you can leave 0 its 
e occupation (mousing). 





When the author decided to develop an “electronic cat’s eye’, what he had had in mind was 
a light sensor that was as simple and sensitive as possible. His ‘all-seeing eye’ is a passive 
sensor that detects changes in brightness. This means that even this sensor is blind in full 
darkness, so it needs an auxiliary light source for proper operation. However, the circuit works 
very well in a very dim environment. As it responds to changes in brightness, the e-eye is well 
suited to detecting cars passing a driveway entrance or recognising cautious intruders who 
avoid using a pocket-lamp and work by the light of a street lamp. 

If the circuit is adjusted to for maximum sensitivity, the e-eye will respond to the interruption 
of a light beam in the same way as a conventional light barrier and can be used to secure 

a range of approximately 10 m. The basic sensor element is R5, a light-dependent resistor 
(LDR) with type number A 9060. If you fit the LDR in a piece of blackened tube (see photo), 
the circuit can detect shadows on a white wall at a distance of 2 metres. The range can be 
increased considerably by adding a collecting lens with a focal length corresponding to the 
distance to the LDR. 


The circuit uses the CMOS version (TLC555) of the 555 timer IC as a threshold detector. 

The IC is wired as monostable multivibrator. When it is triggered by a signal on pin 2, it 
supplies a single positive pulse on pin 3. The pulse width is determined by R3 and C4 from 
t= 1.1 x R3 x CA = 1.1 x 47k x 100p = 5.2 5 

The pulse is triggered when the voltage on pin 2 drops below one-third of the supply voltage. 
Operation: The current through the illuminated LDR produces a voltage across R1. If less light 
falls on the LDR, the current decreases and the voltage across R1 drops. The change in the 
voltage across R1 is differentiated by the combination of C2, P1 and R4, with the result that 
only relatively fast changes in light level (and thus the voltage) reach the trigger input. The 
sensitivity, or in other words the amount of variation in the light level necessary to trigger 

a pulse, can be set with P1. The sensor thus responds to motion, as does a cat's eye, and it 
ignores slow changes in light level due to clouds, dawn or dusk. 

Stable operation is ensured by the combination of C1, T1, R2 and C3. When the monostable is 
triggered, the positive output pulse drives T1 and D1 into conduction. Pin 2 is thus connected 
to the supply voltage to prevent detection of further light fluctuations. Due to the slow 
discharge of C1, IC1 remains blocked for around 0.1 second longer than the duration of the 
output pulse. These four components are not essential; the circuit will still work if they are 
omitted. 

The output of IC1 switches the DMOS power FET T2, which in turn can drive a load. T2 can 
switch a current of up to 1 A at 12 V without a supplementary heat sink. The maximum current 
with a suitable heat sink is 5 A. 


UNG. 
scent current consumption is approximat rises to 
1 as 2.5 mA under bright conditions. You can ех] 25 for C1 
and R1 to see how they affect the behaviour of the circuit. To | he circuit 
immediately when it is switched on, you can connect the Reset In unction of 
a 1000-pF capacitor connected to ground and a 100-КО resistor conne V 
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Code lock 


Design: Rob Reilink (The Netherlands) 





There always seemed to be a point in old thriller movies 
when the camera zoomed in on beads of sweat forming 
on the safe cracker's face as he strains to hear through a 
stethoscope the sound of tumblers falling while twiddling 
the dial on a safe. Nowadays it’s a bit more sophisticated; 
the scoundrel reaches into his tool bag takes out what 
could be a prototype breadboard that you may find lying 
on a bench in the Elektor labs. He attaches it to the lock 
mechanism, presses a few buttons, lights flash accompanied 
by some bleeps that you would expect such a device to make 
and bingo, the door to the bullion vault swings open. Others 
fictional characters use a ‘sonic screwdriver’ to gain entry or 
escape from marauding aliens. 


Sturdy mechanical locks are still widely in use for security 
purposes but ever more electronics-based systems are 
appearing on the market. The most familiar electronic security 
system is the door entry device where a code sequence 

is entered using a numeric keypad. Rob Reilink’s circuit 
suggestion shown here performs this job admirably while 
using very few components. 


The circuit is built around the CMOS 10-stage Johnson counter 
type 4017. With this device only one of the ten outputs (0 to 
9) is ever high. In this application it is configured to count on 
the falling clock edges. At reset only output 1 is high and with 
each falling clock edge the high is transferred to the next о/р. 
When it reaches 9 the next active clock edge transfers it back 
to 0 and the process repeats. 


It is important to make sure that you have the right type of 
keypad for this circuit; do not use the type that are commonly 


used for calculators or telephones where the keys are wired 
as a matrix, instead you need one where all the keys have 
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From a safety point of view if the code lock is used for 
entry/exit control it is essential to provide an alternative 
means of escape for use in the event of 
a fire.The electronic level of protection 
is quite good but as you will appreciate 
the security of any code lock system is 
also a function 
of the 
robustness 
of the key 
pad and how 
firmly it is 
mounted. 


one common connection. A keypad can be made up using 
discrete pushbuttons wired according to the circuit diagram 

or it may be possible to modify the wiring of a matrix type 
keypad. There is practically no limit to the number of keys 
allowed on the keypad, in fact the more keys you have the 
longer it would take to find the correct code by entering every 
possible combination. The code sequence can be up to six 
numbers long or if you are not too bothered about security it 
can be just a single number. 

The unlock code is determined by the keypad wiring. The 
common connection to all the keys is wired to COMM. The 
unlock sequence shown in the circuit diagram is 1234.The 
first number key in the code is wired to output 0 (pin 3) of 
U1. The second code number key is wired to output 1 (pin 

2) of U1 etc. When all the code keys have been wired up the 
next output pin of U1 provides the ‘OUT EN’ signal. In the 
circuit the fifth output from U1 is used to provide the ‘OUT EN’ 
signal. All other keys are wired to ground. 


Operation of the circuit begins after a reset (pressing any 
non-code key) output 0 of U1 will go high. Transistor Q1 

will be conducting because of the forward bias at its base 
provided by R3 and R1. The reset input of U1 (pin 15) is held 
low (inactive). The voltage level at the clock input of U1 (pin 
13) is around 0.6 V which is interpreted as a digital ‘0’. When 
the first key in the sequence is pressed the COMM signal will 
go high providing a rising clock edge on pin 13, when the 
key is released the falling clock edge causes the counter to 
advance so that now only output 1 (pin2) is high. This process 
is repeated for the entire code sequence. When the last key 
is released the ‘OUT EN’ will go high indicating a correct code 
sequence and switches transistor Q2 into conduction which 
pulls the OUT signal low. A relay or similar electrical device 
can be connected between OUT and \ the maximum current 
supplied here is approximately 100 mA. 


Any incorrect key pressed will put a low on the COMM line and 
turn off Q1, generating a reset of the whole chip. The code 
sequence must now be entered from the beginning again. 

It is possible to make your own PCB using the layout shown 
here (see the Elektor website for more information on 

this design) when the images have been transferred to 
transparent film check that the overall dimensions of the 
track side measure 40.6 x 29.2 mm. 

The circuit can be powered with a voltage in the range of 3 to 
15 V. The circuit takes a quiescent current of around 30 pA at 
3 V. Two standard AA batteries should be capable of powering 
the circuit for over a year. When the batteries go flat or the 
mains power fails (when powered by a mains adapter) the 
code lock will remain locked. 


Design: Thomas Scarborough 
(South Africa) 


One of the many good features of 
electronic circuits is their reliability. When 
you switch on your television set, you 
expect to see a picture appear on the 
screen a short time later. If the screen 
remains dark, you can rightfully assume 
that there’s something wrong somewhere. 
This predictability even extends to 

the behaviour of DIY circuits and their 
components, as can be seen from the 
explosion and cloud of smoke that 
usually occur if you accidentally connect 
an electrolytic capacitor the wrong way 
round. To put it briefly, we could say that 
it’s almost impossible to build a circuit 
whose behaviour cannot be predicted 

- but is this really true? 


To give an example, you can quickly and easily put together 
a circuit that uses astable multivibrators (AMVs) to drive 
blinking LEDs. A characteristic feature of all such circuits 

is that the LEDs blink at regular intervals. However, it 

would be much more amusing to cause a LED to blink in a 
purely random manner, so that its behaviour would not be 
predictable. 


The circuit shown here uses three AMVs built around Schmit 
trigger inverters (IC1a, IC1b. and IC1c), each of which is 
followed by a buffer (IC1d, IC1e, and IC1f). 

To understand how this works, first assume that the output 
of inverter 1 is presently high. In this case, capacitor C2 at its 
input will be charged via the resistor (R1) connected between 
the output and the input. After a certain length of time, the 
voltage on the capacitor will reach a level that causes the 
inverter to change state, and the output will switch to the low 
level. Now the capacitor will be discharged via the resistor 
until the inverter changes state again, after whic the process 






repeated endlessly, or at least until the be 
The time interval between the state chang 
values of capacitor C1 and resistor R1. 


ps 1N4148 











een th 


grey zone be 
can have unpredi 
in the worst case they can lead to the destruction of the IC. 
By contrast, Schmitt triggers do not have an undefined input 
voltage range, and the voltage ranges corresponding to the 
high and low input levels actually overlap. 


le effects on the behaviour of the IC, and 


he only task of the buffers here is to decouple the three 
Itivibrators from the components on the right-hand side 
he schematic drawing. As a capacitor cannot pass a DC 
аде, capacitors C5-C7 are used to convert the rising edges 
the buffer outputs into voltage pulses that cause the LED to 
blink briefly but brightly. This keeps the current consumption 
within bounds, since it primarily consists of the brief current 
pulses that flow when the LED blinks. 

Diodes D2, D4 and D6 collectively implement a logic OR 
function. As a result of this arrangement, the LED blinks when 
it receives a voltage pulse via D2, D4 or D6. This randomness 
of the circuit also arises from this. Each oscillator operates at 
a different frequency, so the pattern of pulses at the junction 
of D2, D4 and D4 is constantly changing. As a result, the LED 


blinks in a random manner, as shown in the following diagram. 


Of course, the behaviour of the circuit is not truly random, so it 
would perhaps be better to call it a ‘pseudo-random blinker’. 
The three oscillators always operate at the same frequencies, 
so the pattern of superimposed pulses from the oscillators 
repeats periodically after a certain length of time. However, 
this time interval is so long that the repetition cannot be 
recognised by simply observing the blinking LED. 

True random-number generators take advantage of 
unpredictable phenomena such as the thermal noise of 
resistors and semiconductors. This noise is so weak that strong 
amplification is necessary before it can be used. The circuitry 
necessary for this would be much more complex than the 
present circuit. 


If this circuit is powered by a 9-V battery, the average 

current consumption (as measured over several minutes) is 
approximately 0.84 mA, at least with our prototypes. The peak 
current through the LED is 16 mA. This means that the circuit 
can operate for around one month from a 600-mA battery. 


With a supply voltage of 12 V, the output resistance of the 
output transistors in the 40106 decreases, which causes the 
peak current through the LED to rises to approximately 28 mA. 
Naturally, the average current consumption of the circuit also 
increases accordingly. 
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Moving-coil alarm sensor 


Design: Bernd Geveshausen (Germany) 


Moving coil meters belong to an era before the digital 
voltmeter (DVM) was invented. In those days all 
measurements were represented by a needle swinging 
back and forth in front of a graduated scale. Its name is 
descriptive; the meter consists of a coil (attached to the 
needle) pivoting in a magnetic field. The current to be 
measured passes through the coil and causes it (and the 
needle) to twist in the field. 


A little while ago the Elektor offices received this circuit idea 
from one of our readers. Mr Bernd Geveshausen came up 
with an amazingly simple and unconventional alarm idea to 
protect his motorcycle from theft. He offered the circuit for 
publication and sent this photo of his finished prototype: 


The circuit suggestion certainly generated some interest in 
the Elektor lab where we were able to dig out a few moving 
coil meters to test the principle. Mr Geveshausen had the idea 
that a moving coil meter could also be used in reverse. Many 
electrical transducers have properties that are reversible. In 
this case if the coil is physically made to turn in the magnetic 
field it should be possible to measure the small current 
induced in the coil by this movement. 

Mr Geveshausen explained his idea: “Mount the meter 

upside down so that the pointer is hanging down and add 
some weight to the tip of the pointer. The measured voltage 
output is now proportional to the acceleration through the 
pendulum axis experienced by the meter.” In other words you 
shake the meter and it generates a voltage... sounds like an 
accelerometer! 

Tests carried out in the Elektor labs showed that the sensor 

is sensitive to any movement of the vehicle. To convert the 
signals from the meters to an alarm signal requires very little 
in the way of electronics. A photo of the prototype sent in by 
Mr Geveshausen is reproduced here. 

















The result of converting it into the Elektor circuit diagram 
format is also printed. 


The additional weight pushed onto the end of the pointer is 
just a short length of insulation stripped from a wire. Two 
meters mounted at 90° to each other are used to measure 
movement of the bike through two axes. The meters are 
wired in series; all we need now is an amplifier to boost 

the signal produced by them. A standard 741 type of opamp 
together with a few components is all that is necessary. 

The 4.7 КО trimmer adjusts the alarm sensitivity. When the 
voltage at the output of the 741 gets high enough transistor 
T1 (e.g. BC547B) conducts, pulling the output OC low and 
lighting the LED which indicates that the vibration has been 
detected. The diode (e.g. 1N4148) at the base of T1 protects 
the transistor from negative transients. A diode in series 
with the supply protects the circuit if the supply leads are 
accidentally swapped during installation. A 12 V piezo buzzer 
can be fitted between the open-collector OC output and the 
positive supply. The circuit can supply 100 mA to the load. 

In the same way that Mr Geveshausen made his original 
circuit, the complete design is small enough to be built onto 
a small section of perforated prototyping board. The type of 
moving-coil meter that can be used in this circuit is not at all 
critical, just make sure that any resistor wired in series with 
the meter is removed before the meter is used in the circuit. 
Old VU meters like the ones shown in the photo will be fine. 
The circuit draws around 2 mA and once installed in the bike 
it can be in continuous operation for about a month before 
the battery needs to be recharged. The type 741 IC can be 
replaced by а TL061 to reduce the operating current; this will 
allow the circuit to run continuously for around six months 
before the battery needs charging. 
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LED Night light 


Design: Dr. Thomas Scherer (Germany) 


Some types of night light are fitted with a small [ | 
fluorescent tube which provide just enough iim 
stop you bumping into things when you need | 
bathroom in the middle of the night. The unit 

fits into a European mains outlet but similar mo | noticeably at 50 Hz. The circuit uses the bridge rectifier Br1 to 
available in the UK and US. In continuous use YoU Gal give full wave rectification resulting in a much less noticeable 
the fluorescent tube to last for a couple of years рег 100 Hz flicker. 

packs up. Then of course it will be necessary to think Capacitor C2 performs two functions: firstly it acts as a 

a replacement. We are gradually becoming more аи reservoir capacitor to smooth out the voltage peaks so that 
the impact that our throw-away culture is having One the light from the LEDs light does not flicker and secondly it 
environment, much better to recycle. The dead їй protects the LEDs by absorbing any transient voltage surge 

is a case in point; it can be revived with а new аге which can occur when the unit is plugged in. The worst case 
set of LEDs to produce an improved version Of the onig would be if the unit is plugged in at the point that the mains 
design which is not just ecologically sound But alison voltage is at its peak value. The circuit would suddenly have 




















































efficiently and will last much longer. 330 V across it and across C1, giving rise to a very high value 
of impulse current which could destroy the unit. R1 limits 

The enclosure shown plugs directly into a (Europeat this surge to 1 A, at switch on C2 will be discharged and thus 
Continental) mains outlet and is specifically de | better able to absorb the voltage transient and protect the 
ensure that all parts of the internal circuitry аг 1 LEDs. R2 ensures that C2 is discharged before the unit is next 
insulated and cannot be accidentally handled. ir plugged in. 
to ensure that any similar enclosure used fort і Resistors R3 and В4 discharge any voltage remaining оп C1 
provides adequate insulation, mains voltage is leth before it has time to give you a ‘surprise’ when you handle 
when the old night light innards are removed | the unit after it is unplugged from the mains socket. It is 
that the fluorescent tube is correctly disposed nc important to use two resistors in series here because the 
just tossed in a bin. With the new circuit and LEDs fi voltage rating of a typical resistor is 250 V maximum. Using 
can expect the light to last over 100,000 hrs which € a single resistor here would mean that this limit is exceeded 
to more than 10 years continuous operation! A 100 times a second. It is better to use a = 0.5 W carbon film 
improved efficiency and it’s clear that this design wi resistor for R1; they tend to be more robust than metal film 
both money and energy. | resistors when subjected to current surges. 
A mains transformer is normally the first essential < Any worries concerning the lack of brightness of the new light 
that you would find in any low-voltage circuit power sources were quickly laid to rest when testing the circuit. 
the mains. The night light enclosure is howeve Instead of LED1 and LED2 shown in the circuit diagram the 
Instead the circuit uses a capacitor as a sort Of pre-re prototype was fitted with five white high-efficiency LEDs in 
drop the voltage. At 50 Hz the capacitor’s impedance series, each with a 10,000 mcd rating at 25 mA. The value of 
by: Capacitor C1 was chosen as 330 nF to give a current of 25 mA 
I =1 / (2m х 50 Hz x C1) | but the result was so bright that C1 was changed to 100 nF to 
One advantage of this approach is that a capacitor re reduce the current to 7 mA. Fewer LEDs or less efficient types 
a reactive load to the supply while the consumer un would also reduce the brightness. The overall real power 
measures effective power. Better still; the majority drawn by the circuit was measured at only 140 mW! 
electrical equipment connected to the national 
inductive load, so the nightlight will go some (tiny, One last word regarding the components; it is important to 
correct the power factor. ensure that C1 is an X2 type of capacitor suitable for use at 

| mains voltages. It should be marked with a voltage rating 
An LED is essentially a diode and only allows curren ‘250~’ or higher. A DC voltage rating of 630 V (and therefore 
flow in one direction, connect it across а low voltage an X2 type) is also sufficient. Finally this circuit is connected 
supply and it conducts only when it is forward | to the mains, it is vital to ensure that you adhere to all safety 
LEDs connected in anti-parallel will alternately flick guidelines when building and testing the circuit. 
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» It appears that ‘6’ is the author's favourite number. In A 
JE . the wakevof his intercom design, he has now developed E ATP, 
a design for a code lock that also consists of six M jm 
components (if you don't count the buttons). 7 AP. 
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A code lock circuit should be able to do more than just release 
an electromechanical door latch. It must also be able to 
reliably prevent entry by any potential intruder who doesn’t 
know the code - which is exactly what this circuit does. 

The lock releases the latch when the right pair of buttons 

is pressed at the same time. If any other button is pressed 


be well advised to bring along a tent and sleeping bag ;- 
). Although using a higher capacitance value may increase 
security, it also has drawbacks - especially if the legitimate 


(here represented by button S3 in the circuit diagram), the user accidentally presses the wrong button. 

user must wait 90 seconds before making another attempt. 

This makes any effort to discover the right code by trying all As already mentioned, you can use a 12-button keypad for 
possible combinations a very time-consuming enterprise. For code entry. Select two buttons of your choice for the code and 
instance, you could use a 12-button keypad with all buttons wire them as shown for S1 and S2 in the schematic diagram. 


Now the latch will not open unless these two buttons are 
pressed at the same time. Connect the rest of the buttons in 


except the two buttons for the desired code connected in 
parallel (in other words, connected as shown for S3). The 


fact that the right buttons must be pressed at the same time parallel and wire them as shown for S3 in the diagram. 
instead of in one after the other can also be regarded as a 
severe obstacle to unauthorised entry, since most code locks Note that many keypads have one contact of each of the 


buttons connected in to a common terminal. This sort of 
connection does not present a problem for the ‘wrong’ (S3) 
The circuit is based on a type 4028B CMOS decoder IC, which buttons, since they must anyhow be connected together. 

is designed to convert a 4-bit binary code into a decimal However, if S1 and S2 are also connected to this common 
value. However, this function is not used in this case. The only terminal, the connection to the rest of the buttons 

thing that matters here is that a ‘1’ is present at the O, output (represented by S3) must be broken, as otherwise the supply 
(pin 3) when a '0' level is present on all four inputs (A-D). voltage will be short-circuited. In most cases, the connection 
When this happens, power MOSFET TR1 conducts and the can be broken by simply scraping away the appropriate tracks 
electromechanical latch is energised to open the door. on the printed circuit board. 


operate with sequential code entry. 


The C input is tied to ground ('0' level), and in the quiescent The power MOSFET can easily handle a power level up to 
state the D input is held in the ‘0’ state by resistor R3. In 10 watts. For levels higher than this (up to 43 W), it must be 
order to open the door, the user must mounted (with insulation) on a heat 
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put inputs A and B in the '0' state as 
well by pressing buttons S1 and S2 
simultaneously. 


If an incorrect button (S3) is pressed, 


input D is put in the ‘1’ state, which 
prevents opening of the latch (a 
single ‘1’ is all that is necessary for 
this). After this happens, capacitor 
C1 discharges slowly via R3 and 
prevents the circuit from responding 
to any further key presses for the 
next 90 seconds. 

If you wish, you can increase 

the degree of protection against 
potential code breakers even further 
by changing the value of C1. For 
instance, if the value of C1 is raised 


to 1000 pF a potential intruder would 
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sink. 


The choice of mains-powered or 
battery-powered operation depends 
on the specific situation. The circuit 
draws almost no current in the 
quiescent state, so battery-powered 
operation is certainly possible. 
However, the battery must be 

large enough to supply the high 
short-term current that flows when 
the code lock actuates the latch 
solenoid. Does this mean that 
mains-powered operation is better 
in case of frequent use? Perhaps, 
but you should also consider what 
happens when there is power 
failure. 


LED Blinker 


Design: Thomas Scarborough (South Africa) 


A light draws attention, and two lights draw even more 
attention. If they also blink or move, you can hardly miss 
them. This principle has long since proven its worth in the 
professional spheres of road and air traffic, and it can be put 
to good use in the private sphere of model building as well. 
Why shouldn’t you build a model airplane with attention- 
getting lighting? 


The simple circuit described here can cause two LEDs to blink 
alternately at an interval of approximately 1 second. The 
Circuit consists of a type 4093 CMOS IC and a few peripheral 
components. This IC contains four NAND gates, of which only 
two are needed here. To avoid generating interference, the 
inputs of the two unused gates (IC1c and IC1d) are connected 
to the supply voltage line. 


The operation of the circuit is quite simple. NAND gate IC1a 
and its associated circuitry form an oscillator. It operates at 

a frequency of 1 Hz and drives the second gate (IC1b), which 
acts as a buffer. The output of the second gate is connected to 
LEDs D1 and D2 via capacitors C1 and C3. 

When the-buffer output level changes from low to high, a 


charging current flows thorough C3 and causes LED D2 to light — 


up briefly. The capacitor is charged fairly quickly because 
the current is only limited by the maximum output current 
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of the gate. This results in а short current pulse, which 

causes the LED to emit a brief flash of light. The output level 
subsequently switches from high back to low, which causes C2 
to charge quickly in the same manner, with the result that LED 
D1 flashes in the same way as D2. The net result is that the 
two LEDs blink alternately. 


Capacitors C2 and C3 are discharged via diodes D3 and D4, 
respectively. These diodes also protect the LEDs s against 
excessive reverse voltages. 


The circuit can be operated from a battery with a voltage of 6 
to 12 V, and it draws around 1 mA of current. If necessary, the 
current-limiting resistor R1 can be replaced by a wire link. In 
this case the current consumption will increase to 2 mA. If the 
blink interval is too long, the blinking rate can be increased 
by reducing the value of C1. 

If you want to fit even more blinking LEDs in your model 
airplane, you can use the surplus gates (IC1c and IC1d) for 
this purpose. In this case, both inputs of each gate must be 
connected to point ‘A’ (the output of gate ІСТЬ): Connect a 
network-of the same type as the one shown connected to 
point ‘A’ in the schematic to the output of each of additional 
gates. R1 must be omitted in this case. 
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Electronic 
Project Labs 


An electronics course 
in a box! All assume no 
previous knowledge 
and require NO solder. 
See website for full 
details 
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Robot & Con- 


struction Kits 
Future engineers can 
learn about the opera- 
tion of electronics, 
robotics and transmis- 
sions systems. 


Festive 
Electronic 
Project Kits 
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User code layer 


Base class library layer 


TinyCLR layer 


Hardware layer 
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DOT NET on a Chip 


Jens Kühne (Germany) 





The .NET ("dot-net") Framework is a powerful tool for programming PCs as it relieves 


the developer of much time-consuming work. The framework is now also available, in a 


slimmed-down form, for 32-bit microcontrollers. It allows easy programming of 12С, SPI, 


Ethernet and many other functions without the need to get to grips with the details of the 


hardware. What's more, a development environment is available for free! 


User application and libraries 
System libraries .NET Hardware Drawing WPF 


Execution Type 
engine system 


Garbage 
collector 


Built-in 


an functions 


UO (Some CLR calls use 
HAL without PAL) 


Timers RAM 
Interaction with hardware and peripherals 


Processor 1/0 _ Peripherals 





Figure 1. Architecture of the .NET Micro Framework (HAL=Hardware Abstraction Layer, 
PAL = Peripheral Abstraction Layer). 


As computers become faster and faster and are equipped 
with more and more memory, programming becomes easier 
and easier. Few software developers bother with assem- 
bly code these days as most applications can be realised 
using higher-level programming languages. Not only does 
this reduce development time, it also gives the code a 
much greater degree of independence from the underly- 
ing hardware. 


The Microsoft .NET Framework takes software development 
to a new level. The source code, which can be written 
for example in C£, an object-oriented version of C, is first 
translated into an intermediate language which is independ- 
ent of the target hardware platform. This ‘managed code’ 
is then translated into machine language only at run-time 
by the so-called ‘Common Language Runtime’, or CLR. To 
this is added a wide selection of base classes which are 
designed to simplify almost any conceivable programming 
task, ranging from low-level hardware control to database 


interfacing and graphical output. Finally, there is an easy-to- 
use development environment called Visual Studio, of which 
the so-called ‘Express Edition’ is available free of charge. 
Early next year Elektor plans to publish a two-part hands-on 
series on programming PCs using .NET. 


Embedded .NET 


A .NET framework for embedded applications has been 
available since 2007, following Microsoft's introduction of 
the .NET Compact Framework for PDAs and similar devices. 
The .NET Micro Framework is a small and efficient .NET 
run-time system that can run managed code on 32-bit micro- 
controllers. Anyone at home with Visual Studio and per- 
haps with C# will now be able to use this tool and modern 
programming language for programming microcontrollers. 
Visual Basic is not currently supported, but this situation 
may change in the future. Compilation of source code (і.е., 
its translation into managed code) works in essentially the 
same way as for the desktop version of the .NET framework 
(see text box]. 


The .NET Micro Framework does not require an underlying 
operating system. A slimmed-down version of the Common 
Language Runtime communicates directly with the hard- 
ware (and is therefore also known as the bootable run-time 
environment). The run-time environment has only modest 
requirements: a 32-bit processor with around 100 kByte of 
working memory is needed. A memory management unit 


(MMU) is not required. 


An alternative approach 


In contrast to conventional microcontroller programming, 
the developer no longer needs to understand the details of 
the hardware. The .NET Micro Framework abstracts access 
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@ Modern programming language: Visual C# 


€ Express Edition of the development environment is free 


@ Automatic memory management using garbage collection 


€ Live on-device debugging 


€ Secure network connections using Secure Sockets Layer (SSL) 


@ File systems (for example for SD cards) 


to hardware using its base class library and treats hard- 
ware components as objects. 


Instead of manipulating bit masks to configure hardware 
peripherals, the programmer can simply set the properties 
of an object. This approach is termed ‘managed drivers’. 
Furthermore, the application program need not concern 
itself with memory organisation. A garbage collector, a 
familiar concept from the PC world, tidies up memory when 
free space is in short supply. A further advantage of this 
approach is that it makes porting programs between plat- 
forms as straightforward as possible. 


Although not a full operating system in itself, the Framework 
does provide services which would normally be provided 
by an operating system. Figure 1 shows the layer architec- 
ture of the .NET Micro Framework. Although the Framework 
does not depend on an underlying operating system, it can 
however make use of an operating system if available and 
take advantage of its services. 


Listing 1: Toggling a port pin 


using System.Threading; 
using Microsoft.SPOT.Hardware; 


namespace GpioOutputPortSample 


І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

1 d 

! public class Program 
І 

1 { 

| public static void Main() 
i { 

І 

І 

i while (true) 
{ 

І 

l Thread.Sleep(500); 
І 

| } 

| } 

} 

E 

І 
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Highlights of the .NET Micro Framework (Version 3.0) 


€ Powerful and widely-used development environment: Microsoft Visual Studio 2008 

€ Hardware can be treated in an object-oriented way (managed drivers) 

€ Powerful base class library (part of the standard .NET library, plus extensions for embedded systems development) 
€ Development boards available from US$ 100, with QVGA LCD panel from US$ 300, and modules from US$ 30 


€ Rapid prototyping and debugging with the aid of an extensible emulator 


€ Extensive hardware support: GPIO ports, serial interfaces, SPI bus, I2C bus, Ethernet with TCP and UDP sockets, WLAN, LCD 
panels, touchscreens, USB devices; USB host functions, CAN and PWM are indirectly supported via hardware manvfacturers 


€ User interfaces using slimmed-down Windows Presentation Foundation classes 


OutputPort outputPort = new OutputPort (Cpu.Pin.GPIO Pin0, true); 


outputPort.Write(!outputPort.Read()); //toggle port 


The .NET Micro Framework is, however, unsuitable for 
real-time programming. Although it is fast, there are no 
guarantees of deterministic performance. The garbage col- 
lector alone can give rise to several milliseconds of timing 
jitter. Also, managed code is inevitably executed more 
slowly than native code. In the .NET Micro Framework all 
managed code is interpreted (in contrast to the PC .NET 
Framework, where a ‘just-in-time’ compiler translates man- 
aged code into native code prior to its first execution). 


Free IDE 


The Microsoft Visual Studio 2008 development environment 
is required to develop code for the .NET Micro Framework. 
A free ‘Express Edition’ for C# is available [1]. The .NET 
Micro Framework SDK plug-in can also be downloaded 
free of charge, and so it is possible to begin development 
without paying a penny for software [2] [3]. 

However, for each device with an installed .NET Micro 
Framework a fee is payable. This will be included in the 
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Listing 2: Port trigger 


using System; 

using System. Threading; 

using Microsoft.SPOT; 

using Microsoft.SPOT.Hardware; 


namespace GpioInterruptPortEdgeSample 


{ 


public class Program 


І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

І 

! { 

І ; ; ; 

І public static void Маіп () 

І 

) { 

| InterruptPort port = new InterruptPort (Cpu.Pin.GPIO Pin3, 

| false, //no contact bounce filter 
| Port .ResistorMode.PullDown, 

Port .InterruptMode.InterruptEdgeBoth) ; 
i port .OnInterrupt += new NativeEventHandler(port OnInterrupt) ; 

| Thread. Sleep (Timeout. Infinite); 

І 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 
І 


} 


private static void port OnInterrupt(uint port, uint state, TimeSpan time) 


{ 


Debug.Print("Pin-" + port + “ State-" + state + “ Time-" + time); 


Figure 2. |== 
А 2 . LESE LRL] LI 
An emulator in action, in Rau Cu RES VEM Rf 
this case forthe Tahoe (= 
development board. 


LL 





Listing 3: Transmission over the serial port 


using System.IO.Ports; 
using System.Text; 
using System.Threading; 


namespace SerialPortWriteSample 


{ 


public class Program 


{ 


public static void Main() 

{ 
SerialPort serialPort = new SerialPort (“COM1”, 9600, Parity.None) ; 
byte[] outBuffer = Encoding.UTF8.GetBytes (“Hello World!NrNn"); 
serialPort.Write(outBuffer, 0, outBuffer.Length) ; 
serialPort.Dispose(); 
//keeps the emulator running to see results 
Thread.Sleep(Timeout.Infinite); 
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price when a pre-configured module is used, as ће manu- 
facturer will already have paid the licence fee to Microsoft. 
For first experiments no hardware is required, however, as 
the SDK includes a extensible emulator. In essence this is a 
port of the CLR to the x86 processor, using an underlying 
operating system (Windows XP or Vista). 

Direct emulation is provided of all the hardware compo- 
nents supported by the .NET Micro Framework (see text 
box). Furthermore, hardware manufacturers offer SDKs 
with emulators that mimic both the the appearance and the 
behaviour of development boards (see Figure 2). GPIO 
ports, SPI devices, I2C devices, serial interfaces, LCD pan- 
els, RAMs, flash memories and many other devices can all 
be simulated. 


More about the .NET Micro Framework can be found on 
the Internet [2] [3] [4] [5], and in the author's book [6]. 


Platforms 


Currently the .NET Micro Framework runs on ARMZ- and 
ARM9-compatible processors. Support for Analog Devices 
Blackfin processors has been announced. 





Figure 3. 

For application and development a number of platforms The Embedded Master TFT 
are available, which include to varying extents the range Board. 
e mu pu e a no cus 0 | 
' Compiling for the .NET Micro Framework : 
І І 
In .NET the compiler converts the source code into ‘assemblies’ (executable .EXE files and .DLL class libraries) containing code іп | 
ı CIL (Common Intermediate Language) and ‘metadata’, or self-descriptive code. The CIL code is the same, regardless of the high- | 
| level language used (C#, C++ or Visual Basic). This means that parts of a program written in С# and in Visual Basic can interop- | 
! erate without problems. At run-time the managed code is executed by the CLR (Common Language Runtime) environment, which — ' 
| must be installed on the target processor. ! 

[| 
| The .NET Micro Framework uses a special compact version of the intermediate language to reduce ROM and RAM requirements | 
! оп the target device. To this end the .NET Micro Framework metadata processor tool generates optimised 'pe-files' from the man- ' 
| aged .NET assemblies. Visual Studio and the .NET Micro Framework plug-in hide all these steps from the user. | 
' Currently the .NET Micro Framework only supports Visual C#. In theory any .NET language compiler could be supported, as the | 
! metadata processor reads in ordinary .NET assemblies as generated by all the .NET compilers. In practice, however, Visual Basic ' 
| still uses a special Visual Basic run-time library, which has yet to be ported to the .NET Micro Framework. | 
of peripherals supported by the Framework. We shall look — ! ! ' 
at two examples. Device Solutions [7] offers the Meridian yOOQOOO0000000993397 
CPU, based on a Freescale i. MXS 100 MHz ARM920T 20090 QN ОООО ОО, O, 9, Q9 C 
processor. It includes 8 MByte of SDRAM and 4 MByte of | Pade”, «т ics, LLC 
flash memory. The CPU module, costing US$ 75, sports an MES eH | с2 тс, ү; 
interface for a 2.7 inch QVGA LCD panel, 16 to 32 GPIO ik "m ! : lg „йт SRM 
ports, two RS232 interfaces, SPI and I2C interfaces and cz à 
one PWM channel. The corresponding ‘Tahoe’ development тея, b =: 
board, which includes all the connections, a power supply x ПШ Б л = 
and an LCD panel, is available for US$ 400. | a. ‘= 

; 1 E = 
= к= a 

GHI Electronics [8] offers its Embedded Master TFT Module чар Ik = ГЕ 
for US$ 80 and a development board including а TFT LCD E eet he се „> 
panel for US$ 350 (Figure 3). The company also has (E — TE Mr ae 
in its portfolio the smallest and lowest cost development UE 74 p pu ELL 
system that runs the .NET Micro Framework (Figure 4). ‘ade = | 
Priced at US$ 100, the USBizi includes а 72 MHz ARM 
processor, 96 kByte of RAM, 512 kByte of flash memory, 
an SD card slot, 44 GPIO ports (of which 35 can be con- 
figured to generate an interrupt), SPI, I2C, four TTL-com- Figure 4. 


patible serial ports, a 10-bit ADC and a 10-bit DAC, and 
much more. The LQFP100 chip from the same company 


The USBizi development 
kit. 
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Listing 4: Temperature sensor on the 17C bus (managed driver) 


using System; 
using System.Threading; 
using Microsoft.SPOT.Hardware; 


namespace I2CTemperatureSensorSample 
{ 
/// <summary> 
/// Managed driver for the TMP100 temperature sensor chip 
/// from Texas Instruments on the I2C bus. 
/// </summary> 
public class TMP100Sensor 
{ 
#region constants 
private const byte clockRateKHz = 59; 
private const byte REGISTER Control = 0x01; //command to configure sensor 
private const byte REGISTER Temperature - 0x00; //command to request result 
private const byte CONTROL EnergyModeShutdown - 0x01; 
private const byte CONTROL DataLengthTwelveBits - 0x60; 
private const byte CONTROL OneShot - 0x80; 
//ms The maximum time needed by the sensor to convert 12 bits 


private const int conversionTime - 600; 
private const int transactionTimeout - 1000; //ms 
#endregion 


private readonly byte address; 

private readonly I2CDevice device; 

public TMP100Sensor (byte address) 

{ 
this.address = address; 
I2CDevice.Configuration config = 
new I2CDevice.Configuration(address, 
clockRateKHz) ; 
this.device = new I2CDevice (config); 


} 


public float Temperature () 
{ 
//write to one shot bit in control register to trigger measurement, 
//that means telling the sensor to capture the data. 
byte controlByte = CONTROL OneShot | 
CONTROL DataLengthTwelveBits | 
CONTROL EnergyModeShutdown ; 
byte[] captureData = new byte[] ( REGISTER Control, controlByte }; 
WriteToDevice (captureData) ; 
//the conversion time is the maximum time 
//it takes the sensor to convert a physical reading to bits 
Thread.Sleep (conversionTime) ; 
//prepare the control byte to tell the sensor to send 
//the temperature register 
byte[] temperatureData = new byte[] { REGISTER Temperature }; 
WriteToDevice (temperatureData) ; 
//prepare the array of bytes that will hold the result 
//coming back from the sensor 
byte[] inputData = new byte[2]; 
ReadFromDevice (inputData) ; 
//get raw temperature register 
short rawTemperature = (short) ((inputData[0] << 8) | inputData[1]); 
//convert raw temperature register to Celsius degrees 
//the highest 12 Bits of the 16 Bit-Signed-Integer (short) are used 
//one digit is 0.0625 ° Celsius, divide by 16 to shift right 4 Bits 
//this results in a division by 256 
float temperature - rawTemperature * (1 / 256.0f); 
return temperature; 


j 


private void WriteToDevice(byte[] outputData) 

{ 
//create an I2C write transaction to be sent to the temperature sensor 
I2CDevice.I2CTransaction writeXAction = 
device.CreateWriteTransaction(outputData); 
//the I2C data is sent here to the temperature sensor 
int transferred - 
this.device.Execute(new I2CDevice.I2CTransaction[] ( writeXAction }, 
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transactionTimeout) ; 
//make sure the data was sent 
if (transferred != outputData.Length) 
throw new Exception (“Could not write to device.”) ; 


І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І 
i } І 
І І 
І private void ReadFromDevice (byte [|] inputData) 
I 
| l | 
І //prepare a I2C read transaction to be read from the temperature sensor І 
i I2CDevice.I2CTransaction readXAction = i 
i device.CreateReadTransaction(inputData); | 
! //the I2C data is received here from the temperature sensor 
int transferred = 
| this.device.Execute (new I2CDevice.I2CTransaction[] { readXAction }, 
transactionTimeout) ; i 
! //make sure the data was received ! 
l if (transferred != inputData.Length) 
throw new Exception("Could not read from device."); , 
| } | 
] public byte Address 
І { i 
| get { return this.address; } ! 
| | | 
І І 
І І 
І І 
І І 
І І 


is а processor with similar features, measuring 20 тт by 


20 mm and costing just US$ 30. 


Practical examples 


Figure 5 shows the Microsoft Visual Studio 2008 develop- 
ment environment with a code window and a .NET Micro 
Framework application. In the project properties it is poss- 
ible to set where the program will be sent to for execution: 
choices include various installed emulators and real hard- 
ware connected over USB, network or serial interfaces. 


Our listings show how simple it is to program using the 
.NET Micro Framework. Anyone with a basic understand- 
ing of the C programming language will find the code easy 
to follow. Listing 1 shows how to use a managed driver to 
toggle a GPIO output pin every half second, for example 
to flash an LED. Listing 2 shows how a method can be 
called when a GPIO input pin changes state, for example source code for a simple web server and Internet radio 
to respond to the press of a button. using an MP3 decoder device. 

It is equally straightforward to send a string of characters (080450-1) 
out over a serial port, as Listing 3 demonstrates. Receiving 

data is equally easy: Listing 4 shows a managed driver 

for a Texas Instruments TMP 100 temperature sensor con- 

nected over the I2C bus. 


Figure 5. 
The Visual Studio 2008 
development environment. 





The GHI Electronics website [8] gives a collection of other Internet Links and References 
examples (under ‘Projects’), including, among other things, [1] Microsoft Visual Studio 2008 Express Edition for Visual C#: 


http://www.microsoft.com/express/product/default.aspx 


[2] Official .NET Micro Framework pages: http://www.microsoft. 


About the author com/netmf/default.mspx 
[3] .NET Micro Framework team blog: http://blogs.msdn. 


Jens Kühner is a software developer at Vallon GmbH in 
| з com/netmfteam/ 
Germany, working on .NET applications for the .NET Desk- 


top and Compact Frameworks. Jens is also the author of [4] Author's blog: http://bloggingabout.net/blogs/jens/ 


a recently-published book ‘Expert .NET Micro Framework’ [5] Jan Kucera’s .NET Micro Framework pages: http://www. 
(Apress, 2008). He has been interested in the .NET Micro microframework.eu 

Framework from the beginning and is an active beta tester [6] Jens Kühner, ‘Expert .NET Micro Framework’ (Apress, 2008), 
of the technology. He also writes regular articles in the .NET ISBN 1-59059-973-X 


Micro Framework forum. He can be contacted at kuehner@ [7] http://www.devicesolutions.net 


b.d ia his blog [4]. 
web.de or via his blog [4] [8] http://www.ghielectronics.com 
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BASCOM AVR Course 


(4) Counter and PWM 


Burkhard Kainka (Germany) 


We have already taken a look at timers in part 3 of the course. The ATmega timer/counters 


have far more to offer than just measuring time. Here we look at impulse counting, 


frequency measurement and PWM signal generation. 


In the first exercise we set up timer 1 to count impulses over 
a period of one second. A look at the program Listing 1 
indicates that timer 1 is configured as a counter, counting 
on the falling edge of the input pulse and with a prescale 
value of 1. 

The counter input is labelled T1 which for example on the 
Mega8 and Mega88 is pin PD5 (Figure 1). In this exer- 
cise we connect a low-voltage 50 Hz signal to this input via 
a 10 kQ series resistor. A signal generator is not necessary 
here; the input impedance is relatively high so just touch- 
ing the input resistor with your finger will inject a signal of 
sufficient level from the ambient mains field for measure- 
ment. In Europe the signal is 50 Hz, in the USA 60 Hz. 
The routine counts the number of pulses in 1 second so the 
screen shows: 

0 

50 

100 

150 

201 

251 


After the fourth value a slight inaccuracy in the measured 
value creeps in. This is because the Waitms 1000 instruc- 
tion is not an exact time interval and also we have not taken 
into account the time necessary to output values to the dis- 
play. To improve the accuracy of frequency measurements 
we go on in the next exercise to use timer interrupts. 


Frequency measurment 


The timer can reliably count external impulses with a repeti- 
tion rate of up to 4 MHz. To make accurate frequency meas- 
urements we need a precise time window, in this example 
we use interrupts from two timers. Each time timer 1 over- 
flows, the interrupt is serviced by Tim1_isr which increments 
the variable Highword. Without this variable the counter 
would only be able to measure frequencies up to 65535 Hz 
(Listing 2). 

Timer O generates an exact time window of one second. 
When the variable Ticks = 1, timer 1 is reset and the 
measurement begins. Exactly 1000 ms later the counter 
value of timer 1 is copied to Lowword and then added to 
the number of overflows stored in Highword (multiplied by 
65536) before storing the result in Freq. The main pro- 
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Listing 1 


Impulse counter 


Testl: 
Config Timerl = Counter , 
Prescale = 1 
Start Timerl 
Do 
Print Timerl 
Waitms 1000 
Loop 


Edge = Falling , 





gram outputs Freq (in Hz) to the display every second. 

Initialising timer 1 in timer mode with a clock of 16 MHz 
(Config Timerl = Timer , Prescale = 1) would 
display a frequency of 16000000 Hz. As a counter how- 
ever, timer 1 can run at just a little more than a quarter of 
this frequency and its prescaler is synchronised to the proc- 
essor clock. When you try to measure a frequency as high 
as 6 MHz for example the counter gating runs too slowly 
to register every edge of the input pulses so it misses some 
and shows a false reading of around 3 MHz. The design 
can be used to accurately measure frequencies up to and 


just beyond 4 MHz. 


PWM outputs 
Pulse Width Modulation (PWM) is a technique used in 
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Figure 1. 
А 50 Hz signal on TI. 
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Listing 2 


Frequency measurements up to 4 MHz 


Tesca2: 

Dim Lowword As Word 

Dim Highword As Word 

Dim Ticks As Word 

Dim Freq As Long 

Config Adc - Single , Prescaler - 32 , 
Reference - Off 

Config TimerO = Timer , Prescale = 64 

Config Timerl = Counter , Edge = Falling , 
Prescale - 1 

‘Config Timerl = Timer , Prescale = 1 

On -OVEO: Timo isr 

On Ovil Timi isr 

Enable Timero 

Enable Timer1 

Enable Interrupts 


Do 
Print Freq 
Waitms 1000 
Loop 


TIMO ir: 
'1000 us 
TimerO = 6 
Ticks = Ticks + 1 
If Ticks = 1 Then 
Timerl = 0 
Highword 
End If 
If Ticks = 1001 Then 
Lowword = Timerl 
Freq = Highword * 65536 
Freq = Freq + Lowword 
Ticks = 0 
End Lr 
Return 


TIMI 15r; 
Highword = Highword + 1 
Return 





many applications to provide a quasi-analogue control of 
power to a load without the need for a true D/A converter. 
Timers in the ATmega controllers can be used to generate 


Listing 3 


10-bit PWM 


Test3: 

Dim Pwm As Word 

Config Timerl = Pwm , Prescale = 8 , 
= 10 , Compare A Pwm = Clear Down , 
Compare B Pwm = Clear Down 


Do 
For Pwm 


D То 1023 
Pwmla Pwm 
Pwmlb 1023 - Pwm 
Waitms 5 
Next Pwm 
Loop 





Listing 4 


Six PWM outputs produce an LED light ‘wave’. 


Testa: 

Dim A As Single 
Dim B As Single 
Dim I As Byte 
Dim K As Byte 


Declare Sub Wave 

Config TimerO = Pwm , Prescale = 8 , 
Compare A Pwm - Clear Down , Compare B 
Pwm - Clear Down 

Config Timerl = Pwm , Prescale = 8 , Pwm = 
8 , Compare A Pwm = Clear Down , Compare 
B Pwm - Clear Down 

Config Timer2 - Pwm , Prescale - 8 , 
Compare A Pwm - Clear Down , Compare B 
Pwm - Clear Down 


Т 
K = 
Wave 
Pwmla 
K = I 
Wave 
Pwmlb 
К = I 
Wave 
PwmOa 
K = I 
Wave 
PwmOb 
K = I 
Wave 
Pwm2a 
K = I + 50 
Wave 
Pwm2b = Pwm 
Waitms 50 
Next Pwm 
Loop 


Sub Wave 
= 6.1415 * K 
= A / 60 
Sin (а) 
+ 1 
* B 
* 63 
Int (b) 
If Pwm < 2 Then Pwm 
End Sub 





PWM signals. Timer 1 has two independent PWM output 
channels with a resolution of 8, 9 or 10 bits. 


Listing З shows how both channels Pvm1a and Pwm1b 
of timer 1 can be programmed to produce output signals 
with 10-bit resolution. The signals are output from ОСТА 
(PB1) and OC1B (PB2). Their electrical characteristics are 
the same as other port pins so you can just hang an LED 
together with a series current-limiting resistor on the output 
or connect the output to a buffer like the ULN2003 fitted 
to the Elektor ATM18 AVR board. The program produces 
increasing brightness signal from channel A and decreas- 
ing brightness signal from channel B. 
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LED control using six PWM channels 


The Mega88 provides six PWM outputs signals. Timers O 
and 2 both offer a resolution of eight bits. The individual 
outputs are on the following output pins: 


ОСТА on PB1 
OC1B on PB2 
OCOA on PD6 
OCOB on PD5 
ОС2А on PB3 
OC2B on PD3 


In this last exercise we use all six PWM outputs, for the 
sake of symmetry in this application, timer 1 is configured 
with a resolution of only eight bits. The aim of this example 
(Listing 4) is to smoothly control the brightness of a row 
of LEDs such that a sinusoidal ^wave' of light travels along 
the row. 


A loop with 60 brightness levels per LED is sufficient to 
produce a smooth transition between levels. The value of 
variable | is used in the sub Wave to produce the light level 
value. It is first multiplied by 2r, divided by 60 and then 
its sine function is found. The result in the range +1 is then 
offset to the range O to 2. The eye's perception of bright- 
ness is nonlinear so to compensate, the value is squared. It 
now lies in the range O to 4 so multiplying by 63 converts 
to the O to 255 range (almost) of PWM values used to con- 
trol the LEDs. 

The steps at lower values of brightness are quite noticeable 
so the lowest possible level is limited to 2. 
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Using this calculation and the corresponding phase shift 
generated in the program produces an interesting lighting 
effect. The overall result is a wave of brightness moving 
along the line of LEDs. The LEDs can be arranged in a line 
or as a circle. It is possible to expand the line further by 
adding six, twelve or more LEDs. 

(080846-1) 


Program downloads and forum 


As usual the programming examples and additional info can be 
downloaded from the project page at www.elektor.com/080846. 
We also welcome your feedback on the Elektor forum. 


® 


SPUN 


Many ideas one solution 


Contract 
Manufacturing 


Figure 2. 


Brightness control of six 


outputs. 


http://www.propox.com 


* More details available at: office@propox.com 
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Universal User Intertace 
with LCD and SD card 


MICROCONTROLLERS 








Michael Gaus (Germany) 


This module provides a simple user interface for extending microcontroller-based circuits. Graphics and 


text display commands can be sent to it over a serial interface, and, using its UART, the module reports 


back when the state of any of six inputs changes. Additional firmware can display a slideshow of images 


stored on an SD card. 


This article could equally well have 
been entitled ‘two for the price of one’: 
on the one hand the project described 
here is an update of a design published 
in Elektor in April 2007 [1]. The ‘Elec- 
tronic Badge’ used a low-cost display 
from a mobile phone to display images 
stored on an SD card. It used an Atmel 
ATmega8, and we promised a future 
upgrade to the ATmega168. Here we 
make good that promise. We have also 
designed a printed circuit board to 
make the project even easier to build: 
the board can be ordered via our web- 
site. The ATmega168 microcontroller 
is a firm favourite with Elektor staff 
and readers alike, and has the benefit 
of allowing easy debugging using the 
reset input. 


However, the story does not end there. 
In this project we can also cause the 
display to show vector graphics and 
text: using simple commands sent to 
the ATmega168 over a serial interface 
we can conjure up rectangles, lines 
and characters on the tiny screen. In 
return, the microcontroller will report 
(asynchronously and autonomously) 
over the serial interface whenever any 
one of six inputs changes state. This 
allows a keyboard, joystick or other 
digital input device to be connected. 
The whole thing thus forms a universal 
user interface module, which is entirely 
controlled, perhaps from another micro- 
controller, over a single serial port. This 
relieves the main microcontroller of 
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dealing with user interface functions; it 
also avoids the need to redesign inter- 
face hardware and software for each 
new project. 


User interface 


The universal user interface module 
has the advantage that the only con- 
nection required to the host microcon- 
troller or other circuit is a single UART 
(TXD and RXD lines). The interface is 
configured to run at 115200 baud with 
8 data bits, no parity and one stop bit 
(‘8N1’), but this can easily be changed 
in the source code. A further advantage 
is its use of a particularly low-cost dis- 
play. The LM15SGFENZO [2] [3] is used 
in Siemens A60, A65, C60, MC60, M55 
and S55 mobile phones and is avail- 
able as a spare part for well under 
ten pounds. The display is capable of 
showing graphics at a resolution of 101 
by 80 pixels in 4096 colours. It takes 
a few simply-structured commands to 
the module over the UART to change 
foreground and background colours, 
show text, draw lines and rectangles 
and display bitmaps. This makes it 
easy to construct menus to control the 
operation of the host microcontroller 
or to display readings. The available 
commands are listed in the text box 
‘Control’. 


After many of the commands a brief 
pause is required before the next com- 
mand can be sent. As a rule of thumb, 


the total delay allowed should be 
around 10 Us per pixel of the LCD that 
is updated. Commands received while 
the module is working will be partially 
or completely ignored. For this reason 
the user interface module sends out a 
one-byte status message 'command 
execution complete' over the serial 
interface when it is ready for the next 
command. The host should only send a 
new command when this status mes- 
sage has been received. 


Reports of the status of the inputs to 
the module are also eight bits long. 
Whenever an input changes state (for 
example, whenever a connected push- 
button is pressed or released) a sta- 
tus byte is output via the UART (see 
text box 'Status reports'). The need 
for polling and debouncing of buttons 
is entirely avoided as a new message 
is automatically output on each input 
status change. A further feature is 
that if input PCO is held low (button 1 
pressed) when power is applied, the 
module enters a configuration menu, 
where it is possible, for example, to 
adjust the LCD contrast. 


Circuit 


At the heart of the circuit (see Figure 1) 
is an ATmega168 microcontroller. 

The LCD is driven over an SPI bus. 
The protocol was determined by 
author Michael Gaus by analysing the 
data traffic in a mobile phone (and so 
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Figure 1. The popular ATmega168 lies at 
the heart of the circuit. 
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ten a short Windows program (see 
Figure 2) to exercise the graphics 
commands. This, along with the 


information is provided here with- 
out guarantees of correctness or 
completeness!). The pinout of the 





LCD is given in the text box ‘LCD se | firmware for the microcontroller, 
pinout'. There are solder pads on Col Tet | is available for free download from 
the rear of the LCD and so no spe- тш —rr the project pages accompanying 
cial miniature connector is needed: Арус Е = this article [4]. 

simply solder thickish enamelled Em РА 

copper wire to the pads, bend the E i If pins 2 and З of JP1 (marked ‘USB’ 
wire in a right angle and solder to ва, on the printed circuit board) are 
the holes provided in the printed 0.100 за shorted together the circuit will 
circuit board. The LCD can be fur- яаран draw its power over the USB inter- 
ther fixed to the board using a = sed | face. If instead three 1.5 V cells (or 
short length of double-sided adhe- س‎ ко — a regulated mains supply deliv- 


ering 4 V to 5 V) are to be used, 
pins 1 and 2 of JP1 (marked 'Ext', 
for external power, on the board) 
should be shorted. External power 


sive tape: further advice can be 
found on the project website [4]. 





The circuit communicates withthe Figure 2. This PC program can be used to send a range of graphics commands to 


the module. 
outside world via two headers. K1 can be connected either at K1 or 
has ground connections as well as via the pins marked ‘VIN’ and 
connections for the pushbuttons or ‘GND’. 


other input devices. If pushbuttons 
are used, normally-open types are 
needed. K1 also carries the RXD 
and TXD signals of the serial inter- 
face, for example for connection to 
another microcontroller. The RXD 
(and TXD) pins of the ATmega168 
are protected by internal diodes 
and so 5 V levels can be used: for 
extra safety we have added series 
resistor R8. 


From JP1 the supply goes to volt- 
age regulator IC1 which produces 
the 3 V operating voltage for the 
AVR microcontroller and the LCD. 
In the mobile phone the LCD is 
operated at 2.9 V. 

Diode D1 protects against reverse 
polarity: a Schottky type is used 
because of its lower forward volt- 
age drop. 

The power supply for the two 





Care and fee ding - LCD backlight LEDs is taken from 
MAX3392E GND immediately after D1, with R3 and 
TXD and RXD are also available on 080320 - 12 R4 acting a current limiting resis- 
pins of K4. The Elektor USB-to-TTL tors. D2 protects the voltage reg- 
serial cable (5 V version) [5] can be ulator in case a voltage should 
connected directly to header K4. Figure 3. Suggestion for a simple programmer adaptor accidentally be applied to its out- 
The FTDI FT232RO device used in put that is greater than its input 
the cable has an input threshold voltage. 
voltage of typically 1.6 V, and so no level For testing and development it is con- 
shifter is needed. The interface can of venient to connect the system to a The crystal is loaded by two type NPO 
course be made fully RS-232 compatible PC running a terminal emulator pro- ceramic capacitors, which have good 
with the addition of a MAX3232. gram. Author Michael Gaus has writ- temperature stability. 


Status reports 


Whenever the state of one of the inputs changes a byte (whose bits we label D7 down to DO) is output by the microcontroller. The microcontroller 
also sends a status message when the processing of a command has been completed. The type of status message is encoded in the top two bits, 
D7 and Dé. The coding structure is as follows. 


D4 D2 D1 DO Meaning 


І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
| кииин инин EE ERE ко | 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 


Command execution complete, ready for next command 
(‘R’ indicates reserved bits) 


Sent when pushbutton input state changes. А ‘1’ in one of the lower six bits indi- 
1 РС5 | PCA | РСЗ | PC2 | PCI | PCO | cates that the corresponding input is low (button pressed), while а ‘O’ means that 
the input is high (button released) 


“= ПТ | eme — — —— 
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Programming 


An ISP-compatible programmer can 
be connected to connector K3. The 
programmer should use a voltage of 
between 3 V and 3.3 V to indicate a 
logic ‘1’: if only 5 V levels are availa- 
ble, a MAX3392E (or its pin-compatible 
bi-directional cousin, the MAX3378E) 
may be used as a level shifter. Fig- 
ure 3 shows a suitable circuit, which 
we have not tested. The microcontrol- 
ler can also be supplied with power 
via this circuit, pin 1 of the level 
shifter being connected to the termi- 
nal marked ‘3 V’ in the main circuit. In 
principle this 3 V supply could also be 
connected via pin 2 of K3, which is not 


COMPONENTS LIST 


Resistors 

R2 = 10kQ, SMD 0805 
R3,R4,R5,R6,R7 = 1502, SMD 0805 
R8 = 4700, SMD 0805 


Capacitors 

C1,C3,C4,C5 = 100nF, SMD 0805 
C2,C6 = 2uF2, SMD 0805 

C7,C8 = 22pF, NPO, SMD 0805 


Semiconductors 
D1, D2 = MBRO520L, Schottky, SOD-123 


Control 


colour as follows. 
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(Farnell # 1467521) K2 = SD card socket (Farnell # 9186158) 
ІСТІ = PQ1T301M2ZP voltage regulator K3 = 6-way (2x3) boxheader, lead pitch 
(LDO), 3V, 400mA, SOT-23-5 (Digikey # 2.54 mm (Farnell # 1096984) 
425-1674-1-ND) K4 = 6-way SIL pinheader, angled pins, 
ІС2 = ATmegal68-20AU, TQFP32 (Atmel) lead pitch 2.54 mm 
JP1= 3-way pinheader with jumper, lead 
Miscellaneous pitch 2.54 mm 
LCD1 = LM15SGFNZO7 (see text) PC1,PC2,PC3 = solder pin, 1mm diameter 
X1 = 7.3728MHz quartz crystal, HC-49 Enamelled copper wire, max. 0.5mm 
case diameter 
K1 = 10-way SIL pinheader, lead pitch PCB, ref. 080320-1 from www.thepcbshop. 
2.54 mm com 


The user interface module is controlled over a serial port and can accept commands to draw graphics and display text. 
The commands available are as follows. 


Command (hex) Parameter Meaning 
01 <0000rrrr> <ggggbbbb> Set foreground colour (four bits each for red, green and blue components) 
02 <0000rrrr> <ggggbbbb> Set background colour (four bits each for red, green and blue components) 
03 «x1» «yl» «x2» <y2> Draw filled rectangle between vertices (x1,y1) and (x2,y2) 
04 «x1» «yl» «x2» <y2> Draw line from (x1,y1) to (x2,y2) 
05 «x» <y> Set text cursor position to (x,y) 
06 «tex» «0» Print text (ASCII); zero byte marks end of string 
07 «x1» «yl» «x2» «y2» «bitmap data» Display bitmap image in rectangle between vertices (x1,y1) and 
(x2,y2): each pixel of the bitmap consists of two bytes «0000rrrr» and 
<ggggbbbb>, where four bits each specify the red, green and blue 
components 
Notes: 


e x-coordinates must lie in the range from O to 100 (00 to 64 hex). 
ө y-coordinates must lie in the range from О to 79 (00 to 4F hex). 


e Twelve bits in total specify a colour: four bits for each of the red, green and blue components. 


For example, to clear the screen to blue proceed by drawing a rectangle from (0,0) to (100,79) with the desired foreground 


@ Set the foreground colour to blue (red and green components set to zero, blue component to OF hex): 01 00 OF 


e Draw a rectangle (100 in decimal is 64 hex, 79 in decimal is 4F in hex): 03 00 00 64 АЕ 
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LCD pinout 


Here are the connections to be made to the reverse of 
the LCD. Pin 1 is to the left, pin 10 to the right. 
Further information can be found on the Internet [2][3]. 


1 ` LN15SGFNZ0704E0541919A L ° | 


-R ego F chilies 
sa ae 


A reset pulse is re- 
quired when power 
is applied 
data, 1 = command 


VCC Approximately 3.0 V 
(2.9 V used in origi- 
nal mobile phone) 


795  — 

e [ubi Пато — 

а 
common cathode 


І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
І І 
Pin Signal Meaning 
І І 
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Specifications 


и LCD: LM15SGFNZO7 (for example 
from a Siemens C60 mobile phone), 
101 pixels by 80 pixels, graphics, 
4096 colours, LED backlight, driven 
over SPI connection 


и LCD price: available new on eBay at 
low cost 


V UART interface to send graphics 
commands and receive status 
messages 


v/ Up to six inputs for pushbuttons or 
other digital input devices 


и Supply voltage: 4 V to 5 V 


и USB-to-TTL cable can be direct- 
ly connected; module can be 
USB-powered 


и SD card interface to display photo- 
graphs and graphics 


и LCD settings menu included in 
firmware 
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currently used, but some programmers 
allocate this pin as an extra power sup- 
ply, and so it cannot be used safely. 
The SD card socket is not used when the 
circuit is being employed as a user inter- 
face module. It is connected to the micro- 
controller in the same way as described 
in the ‘Electronic Badge’ article. 


Badge firmware 


If images stored on the SD card are to 
be displayed on the LCD the appro- 
priate additional firmware needs to 
be downloaded into the microcontrol- 
ler. If PCO is held low when power is 
applied (by pressing button 1) a test 
image appears on the display, followed 
by a menu. A brief press of button 1 
(shorter than 500 ms) advances to the 
next menu entry; a long press (greater 
than 500 ms) selects the current entry 
(shown with a red background). 

The corresponding action 

is carried out when the 

button is released. 

The main menu 

allows the 

user to | 
adjust 

the 

dis- 

play 


con- 
trast, 

to show 

an information 

screen, or to start 

a slideshow. The contrast 

should only need to be adjusted (if at 
all) within a small range of its default 
value of 43. 

If no button is held down when 
power is applied a test image is dis- 
played consisting of four coloured 
bars (white, red, green and blue) and 
the version string 'Diashow V1.1’ will 
briefly appear. Then the bitmap images 
stored on the SD card are displayed in 





sequence with an adjustable delay 
between them. The delay is specified 
in the file config.txt stored on the SD 
card. 
The image filenames should be at most 
eight characters long, followed by a dot 
and a three-character file extension. 
The bitmaps must be exactly 101 pix- 
els (horizontal) by 80 pixels (vertical) 
and the colour depth must be eight bits 
per channel, of which the microcon- 
troller uses only the most significant 
four bits. The card must be formatted 
for the FAT16 file system and the files 
must not be fragmented. This can be 
achieved by writing all the images to 
the card in one go immediately after 
formatting it. 
Finally, one further important piece of 
advice: the card must on no account 
be inserted or removed while power is 
applied to the circuit. 

(080320) 
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Internet links 


[1] http://www.elektor.fr/magazines/2007/ 
avril/badge-electronique.8 1 151.lynkx 


[2] http://sandiding.tripod.com/m55.html 


[3] http://forum.lcdinfo.com/viewtopic. 
php?p-8395 


[4] www.elektor.fr/080320 
[5] www.elektor.fr/080213 
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Моге than 
meets 


Temperature & Humidity Data Logger with LCD 


The EL-USB-2-LCD is the first EasyLog USB data logger to feature a 
status display so you can check minimum, maximum and last 
stored readings at the touch of a button. Behind the display there 

are more new features, including a rolling mode for logging and 
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— k, | 
LASCAR سے‎ E O to 100%RH measurement range, direct to USB connectivity, free 
software and compact design - all for less than £60. 
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дє н ез POWER SUPPLIES 


Figure 1. 

An off-the-shelf ‘electronic 
transformer’ providing 

60 W of power for low- 
voltage halogen lamps. 


Figure 2. 

Inside the plastic case 

we find a straightforward 
switch-mode power supply 





Dr. Thomas Scherer (Germany) 


Electronic Transformers 


Their anatomy and 


ition 





Low-voltage halogen lamps have grown in popularity since their launch in the 1980s. The same 


timeframe has seen the development of ‘electronic transformers’ that are compact, lightweight 


and economic. What makes them tick — and what other applications can we find for them? 


When low-voltage halogen lamps first appeared their 
power supplies used conventional iron-cored transform- 
ers with 12 V AC secondaries. The same applied to those 
trendy suspension-wire light systems using three miniature 
35-W spotlights dangling from parallel wires; the insubstan- 
tial airiness of these light fittings contrasted strongly with the 
weighty circular core of the 100 watt transformers that fed 
them. Humming hefty lumps of 12 V transformer did not 
make installation of built-in downlighters any easier either. 
It’s little wonder therefore that the industry was forced to 
develop a slimmer and less weighty substitute for the time- 
served transformer with its bulky iron laminations and cop- 
per windings. So please pay respect now to the electronic 
transformer presented in Figure 1. 


Anatomy 


Today of course these tiny electronic transformers are all but 
universal. They have become so widespread and affordable 








using discrete components. Ё_ 


Figure 3. 

The rear side of the printed 
circuit board displays a 
spartan appearance, with 
no ICs and just a handful of 
semiconductors. 
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that three vital questions demand an answer: 

e What's actually inside these miracles of miniaturisation? 
e What kind of output can we expect? 

e What other applications could we dream up for these lit- 
tle gizmos? 


No sooner said than done—and bought and dismantled. 

You probably guessed: inside the plastic case is nothing 

more than a switch-mode power supply (SMPS). Was this 

blindingly obvious? Not necessarily, because a close look 
at the printed circuit board (PCB) in Figure 2 reveals that 
the electronics are less conventional than you might have 
guessed. Certainly we see some diodes, capacitors, an out- 
put transformer (right) and two high-voltage power MOS- 

FETs (centre) more or less where you would expect these to 

be. But there are two surprises: 

e For starters, the output does not appear to be provided 
with any rectification or electrolytics for smoothing. 

e Secondly, next to the MOSFETs you might have expected 
a high-voltage electrolytic for filtering the rectified mains 
voltage. 

For our first observation the obvious conclusion is that our 

halogen lamps must be run not on DC but on some kind of 

AC voltage! As far as the second is concerned, the input 

side of the SMPS must be supplied with a pulsating (rather 

than smoothed) DC voltage. Consequently we can expect 
the output waveform to resemble the 100 Hz output of a full- 
wave bridge rectifier, only the more so because the solitary 

68 nF foil capacitor on the output of the diode bridge has 

far too little capacity to do a proper job of smoothing. 

Both dodges make sense: direct current is not essential 

for lamp bulbs and the absence of rectification not only 

improves efficiency but also save hard cash. Omitting a 

high-voltage electrolytic saves both cost and space on the 

PCB. This elegance of design is matched by the fact that 

not a single IC is employed. On the rear side of the PCB 

(Figure 3) we discover apart from some SMD-resistors and 

capacitors merely three transistors and two diodes. The PCB 

looks a bit flimsy, being only 1 mm thick, but in fact it is 
made of sturdy epoxy material and not from brittle SRBP 

(Paxolin, Pertinax). In place of real fuses we have two thin 

PCB tracks drawn in zigzag fashion. The first ‘what’ ques- 

tion has now been answered. 


Curves 


The array of components used indicates that AC must 
appear at the output. And it’s a foregone conclusion that 
the signal there will be in the upper kHz region. Naturally. 
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Revealed and Explained 


So you will be just as astonished as | was when | applied 
the ‘scope to the output terminals. Figure 4 shows a rather 
familiar waveform: it’s the standard kind of 100 Hz ripple 
waveform you would naturally expect to see on the far 
side of a bridge rectifier. But not quite normal, because 
this waveform displays a mirror image either side of the 
horizontal. 

The riddle is resolved in Figure 5: by speeding up the time- 
base we discover a squarewave signal of about 32 kHz at 
the output, which is very much what we might expect as 
the unrectified output of a switch-mode power supply. And 
as our SMPS is designed to provide a pulsating DC voltage 
rather than something smoothed and filtered, the output is 
overlaid with the 100 Hz waveform of the input. The signal 
of Figure 4 consists therefore of a 32 kHz squarewave AC 
voltage amplitude-modulated at 100 Hz. 

So, on now to our second ‘what’ question. Should we be 
concerned about the overtone frequencies of the 32 kHz 
squarewave signal, if it is fed to a couple of halogen lamps 
along two catenary (suspension) wires a metre long? Defi- 
nitely, because this device would transmit a broad band 
of radio interference starting in the RF region and extend- 
ing into medium wave territory. Disappointingly, there’s no 
mention whatsoever of this either on the plastic case or 
in the instruction leaflet. Despite the pretty CE symbol dis- 
played on the casing (and a number of international techni- 
cal approval markings), a radiating electronic transformer 
of this kind should be better screened and ideally not used 
at all for catenary wire lighting. 


Applications 


Now just the final ‘what’ question remains. Having deter- 
mined that an electronic transformer is best used only with 
screened (metal-cased) lamp fittings, we need to say some- 
thing about the stability of the output voltage. The nominal 
voltage of 11.2 V (unloaded) drops to 11.0 V when sup- 
plying a 5 A load current. That's certainly a fraction less 
than the 11.5 V marked on the unit but of adequate stability 
for this voltage. 

Because this kind of ‘12 V transformer’ offers such good 
bang for our buck — models rated at 105 W (around 
8.5 A) are available cheaply — it’s well worth seeing if this 
bargain might have alternative applications. Most of these 
will demand direct current and we could simply rectify and 
smooth the output voltage. The high switching frequency 
means that four Schottky diodes of adequate rating would 
be preferable to a normal bridge rectifier. For smoothing at 
30 kHz around 100 pF/A would be adequate — were it 
not for the 100 Hz amplitude modulation. So let's remove 
it altogether. 

Figure 6 shows a temporary lash-up with a foil capacitor 
soldered on the rear side of the PCB, raising the capacity 
on the input side of the bridge rectifier to a good 700 nF. 
You can see how effective this is by looking at the output in 
Figure 7, where we see a signal with the 100 Hz compo- 
nent reduced visibly. We can improve on this: up to 50 МУ 
a high-voltage electrolytic rated 100 to 220 pF/385 V will 
be fine. At 100 W and more we would need to raise the 
capacity correspondingly. As can be seen with our modified 
electronic transformer in Figure 8, such a hefty capacitor 
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Figure 4. 

Output signal waveform 
at a timebase of 5 ms/ 
division. 


Figure 5. 

With the timebase reset 

to 20 Lis/ division the 
high-frequency component 
becomes visible. 


Figure 6. 

In this experiment a plastic 
foil capacitor has been 
soldered in cascade with 
the input rectifier to raise 
the filter capacitance value. 
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чєн еу POWER SUPPLIES 


Figure 7. 

Improved smoothing on 
the input side lowers 

the amount of 100 Hz 
modulation on the output. 


Figure 8. 

This modified 60 W 
transformer has been 
fitted with a 100 uF filter 
capacitor (above) and an 
NTC thermistor (arrowed). 
The output transformer 
(right) has additionally 
been rewound with 2 x 8 
turns to produce two 15 V 
secondaries. 








naturally will no longer fit inside the unit's plastic casing. If 
you are adding a high-voltage electrolytic of this kind for 
smoothing you will also need to fit a thermistor (NTC) with 
around 22 Q cold resistance to the mains lead (arrowed in 
red) in order to keep the switch-on inrush within bounds. 


Adequate smoothing on the output is achieved with an elec- 


trolytic rated at 1000 pF/25 V. The 25 V voltage rating 
is necessary because the output's peak value can rise to 
around 16 V. With these two modifications made, we have 
now created an affordable SMPS that delivers around 15 V 
direct current. 

In Figure 2 the eight turns of the secondary winding of the 


output transformer are clearly visible. As the primary wind- 


ing is extremely well insulated with a layer of plastic, this 
enables us to remove the secondary winding and substitute 
something different to produce different voltages. On the 
models we looked at each turn produced 2 V or so. You 
could for example wind two enamelled copper wires in 
parallel and produce a winding with a precise centre tap, 
which would enable you to achieve full-wave rectification 
with just two diodes. That would save one diode path and 
reduce losses in the process. 
Conclusion? An electronic transformer makes an ideal basis 
for a cheap, lightweight power supply. And 'green' too 
— the example illustrated develops a measured efficiency 
of 90 % when operating with its nominal load! 

(080691-1) 


Warning! 


Any experimentation involving mains voltages de- 
mands extreme care and absolute respect for electrical 
safety guidelines and separation distances. 
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This year, for the first time, the efficiency of LEDs has overtaken that of fluorescent tubes. Power LEDs are 


thus now a realistic and energy-saving alternative to other forms of lighting. Getting them to light up, 


however, needs a bit of electronics, and hence the universal module described here. 


One thing is for sure: the twenty-first 
century will be the age of semicon- 
ductor light sources. How can we be 
so certain? See the text box ‘LEDs 
today’. 


+, 


мышлы: 





Figure 1. The 3 W LED from Cree used by the author in his 
experiments is a particularly beautiful piece of electronics. 
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Current for LEDs 


Their low dynamic resistance and 
markedly negative temperature coef- 


Technical 
characteristics 


€ Universal switched LED current 
source 


| € Efficiency: up to 87 96 

ı € Input voltage: 2 x 6 VAC to 2 x 
1 27 VAC 

' € Maximum input voltage: 40 V 


€ Output current adjustable from 
0.1 Ato 1 A (maximum 2 A) 


€ Up to eight white LEDs in series 
€ Maximum output voltage: 34 V 


€ Several modules can be powered 
from one transformer 


ficient of forward voltage makes oper- 
ating LEDs from a constant voltage 
source impractical. Instead, a constant 
current is needed. It is for the same 





Figure 2. OSRAM’s presence in the semiconductor lighting 
market includes OSTAR, a hex 3 W LED. 
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LEDs today 


For: Against: 

A light bulb with the standard colour temperature of 2700 K has a The advantages of power LEDs are so clear that it is surprising that 
maximum efficiency of 15 Im/W, or 3 96.It has a life of 1000 h. A they are not more widely available. The devices currently available 
halogen lamp has four times the life expectancy, and gives out some- that contain a large number of 5 mm LEDs are of little use. The main 
what more light: a typical efficiency is 25 Im/W, or 5 96. obstacles to adoption of LED lights are their high price and their 


Fluorescent lamps can reach efficiencies of over 20 96 (up to 100 Im/ cooling requirements. 


W) and have life expectancies of over 10000 h. Modern energy-effi- 
cient bulbs, because of their small size, only manage around 60 Im/ 


lay: at low temperatures normal brightness is never reached. They 


are not suitable for frequent switching. 


A modern white [1] high-power LED has the following features. 
€ Light output efficiency of over 100 Im/W (over 150 Im/W has been 


achieved). 


© Life of over 50000 h. 


€ Rapid and problem-free switching on and off. 


€ Small physical size opening up new opportunities for lamp design. 






reasons that 
LEDs are normally wired in 
series rather than in parallel: otherwise 
device-to-device variations would lead 
to an unequal distribution of load and 
hence brightness. 
In the case of power LEDs designed 
for lighting applications energy effi- 
ciency plays an important role. This 
means that there is no real alternative 
to using a switching regulator to drive 
the devices. Unfortunately commonly- 
available integrated switching regula- 
tors are designed for constant output 
voltage rather than constant output 
current. It is not easy to convert them 
to constant current operation because 
the internal reference voltage used 
by the error amplifier is usually in the 
region of 2.5 V, and is rarely less than 
1.2 V. Even with a 1.2 V reference regu- 
lating the current by simply measuring 
the voltage drop across a shunt resistor 
leads to unacceptable losses: at a cur- 
rent of 1 A a 1.2 V voltage drop calls for 
a 1.2 О shunt resistor which will dissi- 
pate 1.2 W in wasted power. Special- 
purpose LED driver ICs are available, 
but almost invariably in hard-to-solder 
SMD packages. A clever little circuit 
offers an alternative approach. 
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PLDM circuit 


If we want to make use of a low- 
cost integrated switching regula- 
tor in a five-pin TO-220 package, 
such as the LM2525Z-ADJ, then 
the trick in converting it into a con- 
stant current source lies in artificially 
raising the level of the error signal. The 
circuit in Figure 3, which forms a uni- 
versal driver module for power LEDs, is 
surprisingly simple and easy to adapt. 
D1 and D2 rectify the voltage from the 
mains transformer, which must have 
either two identical secondary wind- 


LM2575-ADJ 


EN 


A single good-quality white 3 W LED of the sort shown in Figure 1 
today costs several pounds. Special high-efficiency LEDs, 5 W types, 
multiple-LEDs (see Figure 2) and RGB LEDs (see illustration) are 
considerably dearer. Also, to prolong their life, the LEDs must not be 
allowed to get too hot. Efficiency reduces as temperature rises, and 
so is also improved by adequate cooling. Good cooling is, however, 
difficult to provide and so it is understandable that good-quality LED 
lamps tend to come with a 'designer' label and a price to match. 





ings or a single winding with a cen- 
tre tap. In comparison to a full-wave 
bridge, the arrangement shown saves 
on the losses associated with the volt- 
age drop across one diode. Schottky 
diodes keep the remaining voltage 
drop down to below 0.5 V. The recti- 
fied voltage supplies switching regu- 
lator IC1, a so-called 'buck' step-down 
converter, on pin 1. The input voltage 
must always be greater than the out- 
put voltage. The IC includes an error 
amplifier which drives a pulse-width 
modulator and switching transistor. 
The PWM signal produced appears on 
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Figure 3. Circuit of the switching voltage/current regulator. 
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Figure 4. With a supply voltage of 25 V and five 3 W power 
LEDs connected to the PLDM, the mark-space ratio of the 
switching regulator is approximately 50 %. 
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Figure 5. The PLDM printed circuit board measures just 60 mm 
by 40 mm. 


COMPONENTS LIST 


Resistors 

RI = 10 / 2W (carbon film or metal 
film) 

R2 = 10kQ 

R3 = 1kQ 

R4 = 2kQ2 

P1 = 10kQ 

Capacitors 

C1 = 1000uF 50V* 

C2 = 100nF 

СЗ = 220uF 35V* 

Semiconductors 

D1,D2,D3 = SB340* 

D4 = ZPD33V* 


IC1 = LM2575Z-ADJ* 
IC2 = LM385Z1.2 


Miscellaneous 

L1 = 330uH / 1.9A* (SMD power induc- 
tor, e.g. FASTRON PISR-331M-04 (Rei- 
chelt # L-PISR 330и) 

Tr = 2 x 6-27 V* 

РСВ, ref. 071129-1 


* see inset ‘Power & Components’ 
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pin 2 (see Figure 4). IC1 adjusts the 
signal so that exactly 1.2 V appears on 
input pin 4. 

Coil L1 is a low-cost fixed inductor 
whose exact value is not particularly 
critical. It is, however, important that 
it is Suitable for operation at around 
2A and that D3 is a Schottky diode. 
And here is the clever part: the volt- 
age dropped across shunt resistor R1 is 
increased by 1.2V by voltage reference 
IC2. Using the suggested values for R3 
and R4 the output current can be var- 
ied continuously between 100 mA and 
1 A. Finally, D4 limits the maximum 
output voltage to 34.2 V. 


Construction 


The text box 'Power and components' 
discusses tailoring the circuit to the 
number of LEDs to be connected. Since 
no SMDs are involved, there are only 
two points to note when populating 
the small printed circuit board shown 
in Figure 5. 

First, diodes D1 to D3 have thick leads. 
Since they are mounted vertically, one 
of the wires has to be bent. To avoid 
damaging the device by excessive 
force on the diode's package when 
bending the lead it is essential to hold 
it firnly at the point where it enters the 
package using a pair of pliers. 


second, as long as the output power 
is less than 10 W, IC1 can be fitted 
flat against the printed circuit board 
and fixed with an M3 bolt. The M3 
nut is soldered to a copper area on the 
reverse of the board (Figure 6) which 
will conduct the heat away. If the out- 
put power is more than 10 W a small 
heatsink is needed. 


Figure 7 shows the populated proto- 
type board, fitted with a small extra 
piece of aluminium angle to provide 
adequate cooling for an output power 
of up to 15 W. A PLDM can drive a max- 
imum of eight white LEDs connected 
in series. Several PLDMs can of course 
be connected in parallel across a single 
transformer. 


PLDM installation 


If a large number of individual 1 W 
LEDs is used, as shown in Figure 8, 
arranging for adequate cooling is rela- 
tively straightforward. The LEDs can 
simply be attached to the (usually 
painted) sheet steel of the light fitting 
using a little thermal paste and nylon 
screws. 


Things are less easy with ‘proper’ 
power LEDs rated at 3 W and above: 
Figure 9 shows how the PLDM elec- 
tronics can be installed along with a 
repurposed ‘electronic transformer. In 
the middle is a warm white OSTAR hex 
LED rated at some 15 W. 
Sadly, of the 15 W at least 12 W is dis- 
sipated as heat. Tests have shown 
that sheet steel is poor at conduct- 
ing the heat away and that in opera- 
tion the LED can reach blistering tem- 
peratures well in excess of 110 ^C! A 
piece of sheet aluminium works more 
effectively. 

(071129-1) 


Warning 


Never connect LEDs to the PLDM while 
power is applied to it! If C3 is charged 
the discharge current will almost 
certainly damage the LEDs. First switch 
off power to the PLDM, connect the 
LEDs, and then reapply power. 





"ACULED" from PerkinElmer Elcos 


Internet links 
and literature 


[1] Theory of white LEDs: 
http://en.wikipedia.org/wiki/Light-emitting _ 
diode#White_ light LEDs 

[2] LED cooling (PerkinElmer): 
http://optoelectronics.perkinelmer.com/Con- 
tent/ApplicationNotes/APP ThermalManage- 
mentofACULEDVHL. pdf 
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Power and components 


Certain components in the module can be selected according to the number of LEDs connect- 
ed in series to its output. The universal values, as shown in the circuit diagram, are indicated 


in bold. 


Number of white LEDs 
L Ds | Transformer secondary | Ch | с | ша 
ZPD12V 
ZPD22V 
ZPD22V 


ZPD22V 
ZPD22V 
ZPD27V 
ZPD33V 
ZPD33V 





The required power rating of the transformer is calculated by dividing the power required by 
the LEDs by the efficiency of the converter and adding a safety margin. For example, suppose 
we wish to connect four 3 W LEDs. The current through the LEDs is 750 mA. In the worst case 
the forward voltage of the LEDs is 4 V and the load is 4 x 3 = 12 W. The overall efficiency of 
the converter is around 85 96: using 80 96 to be on the safe side, we calculate that the trans- 
former must be capable of delivering at least 12 W / 0.8 = 15 W. An 18 VA transformer with 
two 12 V secondary windings is thus suitable. 


It is possible to alter the circuit for higher power output (up to approximately 50 W). IF RT is re- 
placed by a 0.47 Q 2 W resistor, C1 by a 2200 uF capacitor, diodes D1 to D3 by type SB540, 
ІСТ by an LM2576T-ADJ and L1 by a 100 ИН inductor, it will be possible to achieve currents 
of up to 2 A. The P3596 is also available as a substitute for the LM2576. 


When using RGB power LEDs it is important to select devices with separate anode and cath- 
ode connections for each LED. All the red LEDs can be wired in series and driven from one 
PLDM, the green LEDs from a second PLDM and the blue LEDs from a third PLDM. The trim- 
mer potentiometers can then be adjusted to obtain the desired mixture of colours in the light 
output. 


When the current through the LEDs is being adjusted using P1 it is possible to monitor the volt- 
age drop across R1 using a voltmeter. For experimenting like this it is recommended to use a 
'pseudo-LED' (consisting of a 10 О resistor rated at 10 W) to avoid accidentally shortening the 
life of the real LEDs. 


Light and temperature 


It is of course a good idea to take a look at a LED's data sheet before building a LED lamp 
and associated driver electronics. In particular, thermal behaviour varies considerably from 
manufacturer to manufacturer. Graphs showing the typical spectrum of a white LED and the 
dependence of efficiency on temperature, and tables of typical characteristics all provide 
useful guidelines. Commercially-available power LEDs do not, unfortunately, yet reach la- 
boratory-record efficiency levels of 150 Im/W. A good rule of thumb is that one LED watt is 
worth about four incandescent watts. 


It is essential to cool power LEDs. It is simplest to use LEDs which are already mounted on a 
small aluminium carrier. More information on the thermal management of power LEDs can 
be found in [2], which is also our source for the picture of the ACULED'. 


Typical values for a white 3 W power LED 


Life (70 % brightness) 
150 °C to 185 °C 
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Figure 6. For lower power applications it is sufficient to sold 





er 


an M3 nut to the pad on the reverse of the printed circuit board 


to help dissipate heat. 


Figure 7. The prototype: ICT is screwed to a small piece of 
aluminium to provide cooling. 








Figure 8. An early experiment using thirteen LEDs, each rated 


at 1 W, in series: here without the PLDM. 


Figure 9. Building the electronics into a ceiling light. A 
modified ‘electronic transformer’ and a PLDM can be seen, 
with the OSTAR LED in the middle. 
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PROJECTS DESIGN TIPS 


Temperature Switch 


От + От - 2.62 V 


-10°C = 2.63V 
0°C = 2. 73V 
10°C = 2.83V 
20°C = 2.93V 
30°C = 3.03V 


Heino Peters 
(The Netherlands) 


The LM335 is a low-cost tem- 
perature sensor with a range of 
-40 °C to +100 °C. In this cir- 
cuit, it is used to show whether 
the outside temperature is be- 
low freezing or above 20 °C. 
In the first case, you have to 
worry about icy roads and the 
outside taps freezing, while in 
the second case you can open 
the windows and switch off 

the heating. You can adjust the 
switchpoint temperatures to suit 
your wishes. 


The output of the LM335 pro- 
vides a potential of 10 mV/K. 
You can obtain the temperature 
in °C by subtracting 273 from 
the output value. For example, 
at an output voltage of 2.98 V 
the temperature is 25 °C 

(298 — 273). 

In this case, we only need to be 
able to measure over the range 
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OUTSIDE 


IC2 IC3 IC4 


==: 
От a- UF x 26.6 V 


-10°C z 0.01V 
0°C = 0.11V 
10°С = 0.21% 
20°С = 0.31% 
30°C = 0.41% 


of -5 °C (2.68 V) to +25 °C 
(2.98 V], which is a span of 
only 0.3 V. Consequently, we 
first expand this range using 
two of the opamps in IC2. 


A reference potential of exactly 
2.62 V is set using P2. IC2a 
compares the output voltage of 
IC1 with the reference potential 
and passes the difference on to 
IC2b. The combination of IC2b, 
R7 and R8 forms a gain block 
that amplifies this signal by a 
factor of 27. 

As a result, the output voltage 
over the temperature range 

of approximately -10 °C to 
+30 °C is mapped into a volt- 
age range of approximately 

O V to +11 V. Bear in mind that 
the indicated voltages can vary 
slightly due to tolerances in the 
resistor values. Also be sure to 
use a stabilised 12-V supply, 
because any fluctuations in the 
supply voltage will also be am- 


plified by IC2b. 


INSIDE 


H 


1 
ро 


+12V 


>20°C 
Оф 


0...20°С 


ІС4.А IC4.B 


IC4.C ICA&D сос 


8 12 
73 >1 N° | < NOM 


IC2 = LM258 
IC3 = LM393 
IC4 = 4001 


0°С = 2.93V 
10°C = 5.59V 
20°C = 8.26V 
30°C = 10.92V 


Next, we use two of the com- 
parators in IC3 to determine 
whether the outside tempera- 
ture is below freezing or above 
20 °C. IC3a and P3 provide 
the setpoint for around O °C, 
while IC3b and P2 do the same 
for 20 °C. As it is a bit difficult 
to precisely set P2 and P3 in 
practice (you would have to 
wait until it is O °C or 20 °C 
outside), you can initially set 
them to the calculated values 
(2.93 V for P2 and 8.26 V for 
P3). You can adjust the settings 
later on if the switchpoints dif- 
fer too much from the desired 
temperatures. 


Finally, four NOR gates are 
used to derive three switch- 

ing signals from the two output 
signals. These switching signals 
can be used to drive three LEDs 
(for example) to indicate which 
range the temperature lies in. 
You should preferably use low- 
current LEDs to avoid overload- 


(0) 
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ing the CMOS gates, and con- 
nect each of them to ground via 
a 3.3-kQ resistor. 


It’s a good idea to place the 

left part of the circuit (up to and 
including IC2b, R7 and R8) 
indoors and the right part out- 
doors. An interconnecting cable 
of 10 metres will not present 
any problems. However, you 
should connect a 100-uF, 16- 
V capacitor across the supply 
voltage on the outdoor circuit 


board. 


In principle, you could also 

use an LM358 in place of the 

LM258, but its operation is not 

guaranteed by the manufacture 

at temperatures below O °C. 
(060088-1) 
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Universal Display Book 


ө 
for PIC Microcontrollers 
gets an LED to flash as their first attempt to master this tech- 
С» From LED to graphical LCD nology. You can use just a simple LED indicator in order to 


show that your initial attempt is working, which will give you 


The newcomer to Microchip's PIC microcontrollers invariably 


confidence to move forward. This is how the book begins — 
simple programs to flash LEDs, and eventually by stages to 
use other display indicators such as the 7-segment display, 
alphanumeric liquid crystal displays and eventually 
a colour graphic LCD. As the reader progresses through the 
book, bigger and upgraded PIC chips are introduced, with 
full circuit diagrams and source code, both in assembler and 
C. In addition, a small tutorial is included using the MPLAB 
programming environment, together with the EAGLE sche- 


matic and PCB design package to enable readers to create 


their own designs using the book's many case studies as wor- 


king examples to work from. 


192 pages * ISBN 978-0-905705-73-6 * £23.00 * USS 46.00 
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MODDING & TWEAKING 


Pavel Grodek (Russia) 


Most people seem to think that 
the only thing digital electronics 
is good for is blinking LEDs. 
After all, everything in this 
world is "analogue" — and 
there is no easy to way to 
interface a microcontroller to 
the real world without some 
arcane "input stage' with 
amplifiers and filters. Or is 
there? 


Admit it... most microcontroller-based 
projects tend to be digital in their 
nature: some buttons (binary signals), 
LEDs (binary outputs), maybe a piezo 
Speaker (binary sound output). 


This project is different. The microcon- 
troller in it is directly connected to a 
small coil — and there is nothing else 
(except, maybe, a power source and 
some noise suppressing capacitors). 
And yet it manages to achieve some- 
thing that's almost impossible with 
any kind of traditional analogue setup: 
perpetual motion. Well, as long as the 
batteries last... 


There are two major kinds of pendu- 
lum: linear — rotating around the fixed 
axle, and omni-directional — generally 
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some weight on a bit of string. It could 
swing in any direction, with any speed 
and trajectory. The first kind is widely 
used in clocks - it's easy to detect its 
exact position and push it just in time 
with some kind of mechanical device or 
an electromagnet. The second kind is 
tricky — there is no easy way to make 
it swing forever. At some point it will, 
most probably, travel a round, slowly 
tightening spiral, and come to rest in 
the centre position. 

If you browse the Web there are a few 
designs that attempt to make the omni 
pendulum swing forever with ana- 
logue tricks. Basically, you take two 
hand-wound coils: one to detect the 
approaching magnetic pendulum, and 
the other one to push it away as soon 
as it passes the centre position. Well, 
they seem to work most of the time, 
but they are pretty complex, require a 
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lot of fine-tuning, and are not infallible: 
if you stop the magnet manually or if 
it rotates in a circle - there is no cur- 
rent in the detector coil and, of course, 
no signal to the electromagnet. They 
also tend to be power-hungry and inef- 
ficient. Let’s design something better 
— with a microcontroller! 


The ‘mechanical’ part is very easy: take 
a small rare earth magnet and attach 
it to a string with one pole pointing 
down. I’ve used a fishing line — it 
lasts longer than a string, and that’s 
important when there are about ten 
million swings every year! I attached 
the magnet with a bit of Scotch tape, 
and it holds well. 

The electronic part is a bit more diffi- 
cult, but still one of the easiest in your 
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(embedded) life. The minimal version 
requires only two parts: the microcon- 
troller itself and one coil. Let’s do it 
properly, though, and design it from 
the ground up. The result is shown in 
Figure 1. 

First, we'll select a microcontroller. An 
АТтеда8 chip from a previous project 
was chosen; they are very cheap and 
easily available anywhere, even in my 
country. 

To power the project we need some 
stabilized power source, preferably 
+5 V DC. It's easy to make one - just 
buy a ‘wall wart’ that provides + 8 
or more volts for charging or power- 
ing some device and use a linear reg- 
ulator like the LM78L05 or its bigger 
cousin the LM7805. We don't need a 
lot of power, about 25 mA in very short 
bursts, so any kind will do. Don't for- 
get to add a couple of capacitors – one 
electrolytic on the input and one small 
ceramic on the output of the stabilizer, 
as its datasheet indicates. 

There is an easier approach, though 
— if you have a computer with an USB 
port, it provides a very nice, well-stabi- 
lized +5 V, even if a bit noisy. It's also 
well protected: the USB standard says 
that it has to survive shorting any of 
its pins to each other for 24 hours. 
Next we'll need a coil. Not just any 
coil, but we'll certainly be able to use 
many types. It does not need to have a 
core — just enough turns of wire (say, 
a few hundred), so it will produce a 
good strong signal, and we also want 
to have some reasonable resistance 
to limit the current and protect the 
microcontroller pins. The current that 
they could survive is indicated in the 
datasheet — about 25 mA. Ohm's law 
says that at 5 V we need to have about 
200 ohms, so if our coil has less resist- 
ance we'll just add a resistor (R1) in 
series to get the safe total value. For 
example, if our coil is wound with a 
very thick wire and has 1 Q of resist- 
ance, we'll just use a resistor close 
to 200 Q (the nearest standard value 
that's easily available is 220 Q) and it 
will work just fine. 

For the first design a coil was used 
from an old dead hard drive that moved 
its head assembly. It was about 100 Q 
and easy enough to cut out from the 
aluminium head frame. 

Finally, even though it's not strictly 
necessary, it's nice to have some UI 
in the form of buttons, LEDs, etc. Fol- 
lowing the KISS approach one button 
(51) and one LED (D1) are available 
optionally for h/w as well as used in 
the source code (available free on the 
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* see text 


VCC VCC AVCC 


PC6(RESET) 


PBO(ICP) 
PB1(OC1A) 


PB2(SS/OC1B) 
PB3(MOSI/OC2) 


PBA(MISO) 
PB5(SCK) 


PB6(XTAL1/TOSC1) 
PB7(XTAL2/TOSC2) 


ATmega8L 


PCO(ADCO) 
PC1(ADC1) 
PC2(ADC2) 
PC3(ADC3) 


PC4(ADC4/SDA) 
PC5(ADC5/SCL) 


ADC6 
ADC7 


PDO(RXD) 
PD1(TXD) 
PD2(INTO) 
PD3(INT1) |- 


PD4(XCK/TO) 


PD5(T1) 
PD6(AINO) 
PD7(AIN1) 


GND GND GND 
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Figure 1. Circuit diagram of the Omni Pendulum controller. By clever programming of the AT micro, 
the coil is used as an actuator as well as a sensor! 


Elektor website [1]). The LED is con- 
nected using series resistor R2 to limit 
the current — depending on the LED 
colour you'll need 220 Q (for white and 
blue ones) or 470 О to 1000 Q for good 
old red/green/yellow ones. 

Next comes the programming connec- 
tor, K1. After all, you will certainly like 
to play with this circuit a lot, adding 
new features and modifying them. So, 
while it’s possible to simply solder 
the five wires where they should go 
and cut them later, it’s a good idea to 
install a connector. 

And, finally, it'S recommended in the 
ATmega8 datasheet to install some 
0.1 UF capacitors between the Vcc and 
GND pins of the microcontroller. It’s 
not strictly necessary, it will almost 
certainly work without them, but it’s 
better to be safe than spend hours try- 
ing to debug the device. 

So, while the minimal version takes its 
power straight from the USB port and 
has no external parts except for the 
coil, if you want to mod & tweak this 
circuit, it would be useful to build it on 
a breadboard or to make a small PCB 
for it. The PCB artwork files (designed 
by the author) are available as a free 


download [1]. 


Programmer 


If you have never programmed a micro- 
controller before — well, it’s a good time 
to start! You can buy some AVR in-sys- 
tem programmer or build your own. If 
your computer still has an LPT port, 
the programmer could be as simple as 
five wires with series resistors of, once 
again, about 220 Q. In this case you'll 
need to learn a bit about the innards of 
the Avrdude program that comes with 
WinAVR and actually programs your 
chip. It’s certainly not difficult, but if 
you want to have it even easier — just 
buy a commercial programmer. 


Software 


First we'll have to download and 
install two things: AVR Studio [2] and 
WinAVR [3]. They will find each other 
during installation and provide an 
environment where you will be able to 
write your C code, compile, emulate 
and debug it, and then program your 
final result into a real device. 

Create a new project, import the 
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OmniPendulum.c file that you down- 
loaded - and that’s it. Read about set- 
ting the fuses to get 8 MHz from the 
internal RC oscillator and learn how to 
compile and upload the code, and you 
are good to go. Let's see what's inside 
the code and how it all works. 

The coil is connected to two pins. 
They could be used as digital outputs, 
of course, and that’s what we do to 
power the coil and push or pull the 
magnet. But they could also be used 
as analogue inputs – we can read the 
voltage that’s generated in the coil by 
the moving magnet. It’s very 
small, of course, so if our coil 
doesn’t have enough turns, 
you may want to get a micro- 
controller that has an ampli- 
fier built in (ATtiny25, 45, 85, 
or АТтеда16 are all good 
examples) and add its initial- 
ization to the code. But it's 
easy enough to find a coil that 
would generate enough volt- 
age, just look for more turns. 
What we do is program the 
pins as analogue inputs, and 
keep reading the voltage. If 
we receive some non-zero 
value there (the exact value 
depends on the coil, of course) 
then here's our magnet! The 
physics says that the magnet 
generates the current first in 
one direction, as it approaches, 
and then in reverse, as it flies 
away. We want to push the 
magnet as soon as it crosses 
the central point, so we are 
trying to detect the second 
situation (by measuring at the 
appropriate pin and grounding 
the other one). 

Now, as soon as we have detected 
the magnet where we want it, we can 
push it. To do that we set both pins to 
outputs and output +5 V to one side of 
the coil while grounding the other side. 
Then we pause for a short time (actu- 
ally, pushing) and then switch the cur- 
rent off and return to watching. 


Installation 


I've chosen to install the pendulum 
in IKEA shelf case and hide the cir- 
cuitry, so it looks like a 'perpetual 
motion' device. To do that I removed a 
board from the shelf, and used a router 
to make a cavity (not a through hole 
of course). The coil is located only a 
few millimetres from the magnet, and 
that's enough for good readings and 
strong pushes. Nothing is visible from 
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the upper side, and little enough is 
visible from below to fool most people. 
The photo sequence printed here tells 
the story, also of the PCB making and 
alternatives. 

One interesting side effect of mount- 
ing this way is the asymmetrical move- 
ment obtained by tying the fishing line 
around the board above, see the sketch 
in Figure 2. When a pendulum is sup- 
ported in this way it doesn't oscillate 
in any direction indifferently, instead 
it wants to go in some complex orbits 
that relate to the famous Lissajous 
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Figure 2. Simplified graphics illustrating a pendulum support that gives oscillating motion 


of the magnet. 


curves. Google the web for 'harmono- 
graphs’ (not hormono...). 

If you want to have a ‘real omni pen- 
dulum’ you may want to put a nail 
or a hole in the top support and tie a 
string to that. It would produce some 
interesting patterns, but they would 
change slowly and most of the time 
will look less attractive. The asymmet- 
rical support gives more predictable 
movements, but keeps them changing 
constantly. It’s your choice — what you 
like best. 


Tricks 


It’s certainly nice to use one coil for 
both purposes (so our digital design 
is ahead of the game already) but it’s 
even better to add some clever tricks 
so the magnet never stops. If it goes in 
a circle (or, in fact, a slowly tightening 


spiral) it will not induce any noticeable 
current in our coil, so we will not notice 
that it’s stopped. If someone stops the 
magnet just to see what happens, it’s 
essentially the same problem. And, 
finally, if there is no electricity for a 
while — the magnet will stop and the 
microcontroller, as soon as starts up, 
will have to start the swings again 
somehow. 

To do that we can simply wait for 
some time (say, five seconds - about 
four times as long as it normally takes 
my pendulum to swing), and if there 
were no readings all that time 
— well, we can assume there 
is some problem and perform 
the 'emergency startup'. One 
push is not strong enough, so 
the simplest method would 
be to execute a blind series of 
forceful pushes and pulls with 
a reasonable frequency. If they 
are strong enough - they will 
make the magnet swing wide 
enough to register normally 
and then to be pushed exactly 
right. That's what the current 
code does, and it works very 
nice. Of course, there are some 
smarter methods discussed in 
the Mods inset — but this one 
is certainly good enough. 


As you remember, we have 
added some extra things, a 
button and a LED. We can 
make a simple game, let the 
user try and beat the micro- 
controller! As soon as some- 
one pushes the button, the 
microcontroller detects this 
and switches to manual mode. 
It will time out back to automatic in 
20 seconds after the last button press, 
of course. In the manual mode the coil 
15 active and repels the magnet as long 
as the button 1s held down. Even with 
this forceful method it's rather difficult 
to make the pendulum swing as wide 
as in automatic mode (where repulsion 
is only 50 ms long). The LED blinks to 
indicate the detection and repulsion, 
and it can be switched on and off by 
holding the button for a few seconds. 

(080056-1) 


Internet Links 
[1] www.elektor.com/080056 


[2] www.atmel.com/dyn/products/tools card. 
asp?tool id=2725 


[3] http://winavr.sourceforge.net/ 
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Well, the device works and it's a lot of fun to see it always swinging without any visible means of propulsion. What's next? It’s a perfect platform 
for experimenting with your first microcontroller project. Nothing could be simpler or easier, and yet it's full of possibilities. 


e Make the magnet stop at will by reversing the process and repelling the magnet as it approaches and then attracting it as it flies away; 
» Position multiple coils below the magnet and control them to achieve a particular trajectory; 


э Make it a full-scale game! Add a few constraints to limit the repelling time and see if you could still achieve a pendulum action (the microcon- 
troller, of course, works perfectly with extremely small repelling times; could a human beat it?), implement ‘difficulty levels’ by shortening the 
pulses as the game progresses; 


э Make the pendulum react (using some other sensors) to its environment: swing less in the dark, more when it's hot, etc... 
ө Add a tiny piezo speaker (no extra components are required, just the speaker itself) and make a metronome; 


э Add some means of reporting: a UART or an LCD, and discover for yourself what exactly happens in the brief time of interaction between the 
coil and the magnet; 


э Improve the efficiency — use the inductor's properties: select a low-resistance coil, put some current in it (rapidly; a few microseconds only, 
while the induction limits the current growth!) and then immediately short it to produce a longer push with minimal energy requirements (it 
would work from batteries for months!); 


ө Put a plate of fine sand below it and attach some kind of small ‘feeler’ (a bit of fishing line, for example) and enjoy the beautiful ever-chang- 
ing patterns; 


6 Use some clever mathematics to detect the resonant frequency of your pendulum in real time and modify the startup sequence to start very 
slowly and gradually — it will look as if the pendulum starts by itself. 


® Good luck and have fun — that's what electronics is all about! 
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ПОТТА ниш 
Puzzle with an 


Hexadoku x, 


Addicts to the Hexadoku puzzle, here is another bunch of numbers (called ‘hexadecimal’ by pundits) 
to contend with using pencil, rubber and some brain activity. Go for it and try to enter the right 

hex numbers in the boxes. Send us your solution and enter a prize draw for an E-blocks Starter Kit 
Professional and three Elektor Shop vouchers. 





A number of clues are given in the puzzle and these determine 


The instructions for this puzzle are straightforward. 
the start situation. 


In the diagram composed of 16 x 16 boxes, enter numbers such All correct entries received for each month's puzzle go into a 
that all hexadecimal numbers О through F (that's 0-9 and A-F) draw for a main prize and three lesser prizes. All you need to 
occur once only in each row, once in each column and in each do is send us the numbers in the grey boxes. The puzzle is also 
of the 4x4 boxes (marked by the thicker black lines). available as a free download from our website. 


PARTICIPATE! 


Please send your solution (the numbers in the grey boxes) by email to: 


editor@elektor.com - Subject: hexadoku 12-2008 (please copy exactly). 


SOLVE HEXADOKU AND WIN! 
Correct solutions received enter a prize draw for an 
E-blocks 


Starter Kit 
Professional 


worth £249 


Include with your solution: full name and street address. 


Alternatively, by fax or post to: Elektor Hexadoku 
Regus Brentford - 1000 Great West Road - Brentford TW8 9HH 
United Kingdom - Fax (+44) 208 2614447 


The closing date is 1 January 2009. 


PRIZE WINNERS 
The solution of the October 2008 Hexadoku is: AB749. 


and three 
Elektor SHOP 
Vouchers worth 
£40.00 each. The E-blocks Starter Kit Professional goes to: 

Terje Daleng (N). 

An Elektor SHOP voucher worth £40.00 goes to: 
David Chester (USA); Lizzie Lever (UK); Ciril Zalokar (SLO). 


Congratulations everybody! 


We believe these prizes should encourage 
all our readers to participate! 


The competition is not open to employees of Elektor International Media, 
its business partners and/or associated publishing houses. 
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‘QQE’ RF power double tetrodes (ca. 1950) 


Jan Buiting 
(Elektor UK editorial) 


Happy with the good response 
| got to two previous Retronics 
stories about little known valves 
like the Dekatron and ЕТТ, | 
decided to dig out some more 
‘rare glass’. 


The principle of the push-pull 
power output stage is well known 
for its application in audio ampli- 
fiers using valves like the EL34 
(6CA7), 6L6 or EL84 (6BQW5) 
to mention just three. And it 
works for RF too using golden 
oldies like the 807 beam tetrode 
which will happily 
work up to 30 MHz 
or so. Drive two of 
these in antiphase 
using class C(-ish) 
biasing, link the 
anodes through 
the output coil and 
apply decoupled HT 
(high tension) to the 


inductance between the two 
screen grids in the valve would 
set up perfect conditions for oscil- 
lation high up in the VHF band! 
Cancelling out these parasitics 
required an advanced technique 
called external neutrodynisation 
(or ‘neutralisation’) — don't try 
this at Һоте!. 


Around 1950, it was discovered 
that frequency-independent neu- 
tralisation could be implemented 
inside RF double tetrodes to 
achieve VHF-plus frequencies 
without stability problems. The 
trick: two small right-angled 


"HI bis 
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bers except 

the 03/12 can be 
used as high up as 
430 MHz. 


These valves are 


coil's centre tap. RF extremely rug- 
output power is - 1. ae ged, long lasting 
then available from HUgE and reliable, wit- 
a ‘tank circuit’, Ub IN ROLL ARE | Чү! ness their use in 
which basically is : 1 Mil 1950s/1960s PMR 


no more than a few 
turns of wire induc- 
tively coupled to the 
anode coil. 

Probably as a result 
of the increasing 
significance of VHF 
(i.e. frequencies 
above 30 MHz) 
and centimetre 
waves (up to 1 GHz), designers 
at various radio valve industries 
soon were able to squeeze two 
RF tetrodes into a single glass 
envelope, usually with the anode 
pins at the top. The construction 
eliminated to a large extent those 
horrid stray capacitances and 
inductances associated with two 
individual ‘audio’ valves (like the 
807) in push-pull configuration. 
The type 832A (CV788) dual 
beam RF power tetrode (Fig- 
ure 1) could be used up to 
about 250 MHz but it was a 
pain to keep stable even in CW. 
At higher voltages and frequen- 
cies above 100 MHz, the valve 
behaved erratically. The cause 
was known: parasitic cross- 


rods, each welded onto the sup- 
porting rod of one control grid, 
to act as a minute («0.08 pF) 
capacitance with the anode of 
the other tetrode [1]. In 1951 
Philips Holland were the first to 
put this into mass production with 
their QQE series, which knocked 
the socks off the old 832As and 
829Bs from the US. 

For nomenclature we have: 
QQExx/yy where Q = tetrode, E 
— indirectly heated oxide cath- 
ode, xx = anode voltage in kV; 
yy — output power in watts in 
class C. Thus, QQE03/20 = 
300 V, 20 W RF out. These are 
‘conservative ratings’ — in prac- 
tice, the valve can be made to do 
considerably better. 





By about 1965 the series was 
consolidated to comprise 
the QQE02/5, QQE03/12, 
QQE03/20 and QQE06/40 
— see the family portrait in Fig- 
ure 2. The 03/20 and 06/40 
have a special design using 
anode pins at the top and gold- 
plated pins at the base. The 02/5 
and 03/12 are less conspicuous 
with their ordinary 9-pin noval 
base. The 02/5 has remained 
a rare bird while the other three 
achieved stardom among RF 
fans of the transmitting variety, 
and today adorn mantelpieces 
or just the highest bookshelf in 
the radio shack, often fitted in 
their specially designed ceramic 
‘septar’ sockets. All family mem- 


base and mobile 
equipment, in some 
cases with transistors 
driving them. Gen- 
uine Philips QQEs 
were produced 
well into the 1970s 
with lots of clones 
(CV/QQV/JAN) 

and special quality 
versions (SQ/YL) also appear- 
ing on the market. Remarkably 
l've never seen a valve tester 
supporting the QQE03/20 or 
06/40, but then, live testing is a 
simple matter — plug in, retune 
and see how many watts of RF 
out you get. All will be fine for 
years to come if you get above 
7096 or so of the value found in 
the manual. Stay well clear of the 
HT though! 

(080771-1) 


[1] Double Tetrode QQE06/40 
for Mobile Transmitting 
Equipment: 

http://frank.pocnet. 
net/sheets/084/q/QQE06-40.pdf 


Retronics is a monthly column covering vintage electronics including legendary Elektor designs. Contributions, suggestions and requests are 


welcomed; please send an email to editor@elektor.com 
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WAITTUTISHOWCASE 


To book your showcase space contact Huson International Media 


ы {ЖГ Rk yer iii Fax 0044 (0) 1932 564998 


ATC SEMITEC LTD 


www.atcsemitec.co.uk 

Thermal and current-sensitive components 

for temperature control and circuit protection; 

e NTC Thermistors e Current Diodes 

e Thermostats e Re-settable Fuses 

e Thermal Fuses e Temperature Sensors 
Call today for free samples and pricing 

Tel: 01606 871680 Fax: 01606 872938 


AVIT RESEARCH 


www.avitresearch.co.uk 

USB has never been so simple... 

with our USB to Microcontroller Interface cable. 
Appears just like a serial port to both PC and 
Microcontroller, for really easy USB connection to 
your projects, or replacement of existing RS232 


"Tu interfaces. 


See our webpage for more 
details. From £10.00. 

BETA LAYOUT 

www.pcb-pool.com 

Beta layout Ltd Award- 

winning site in both 

English and German 

offers prototype 

PCBs at a fraction of the cost of the usual 

manufacturer’s prices. 


C S TECHNOLOGY LTD 


www.cstech.co.uk 

Low cost PIC prototyping kits, PCB's and 
components, DTMF decoder kits, CTCSS, FFSK, 
GPS/GSM, radio equipment and manuals. 

PCB design and PIC program development. 


DECIBIT CO.LTD. 
www.decibit.com 

e Development Kit 2.4 GHz 
e Transceiver nRF24L01 

e AVR MCU АТтеда168 


elektor. 
com 
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DESIGNER SYSTEMS 


http://www.designersystems.co.uk 
Professional product development services. 
e Marine (Security, Tracking, Monitoring & control) 
e Automotive (AV, Tracking, 
Gadget, Monitoring & control) 
e Industrial (Safety systems, 
Monitoring over Ethernet) 
e Telecoms (PSTN handsets, GSM/GPRS) 
e AudioVisual ((HD)DVD accessories & controllers) 
Tel: +44 (0)1872 223306 


Tni pee ытта, irra cun m, rm Ped hi 


EASYDAQ 


www.easydaq.biz 
e USB powered, 4 relays 4- 4 DIO channels 

e Will switch 240VAC © 10 amps 

e Screw terminal access 

e | abVIEW, VB, VC 

e Free shipping 

e From £38 

Design & supply of USB, USB Wireless, 

Ethernet & Serial, DAQ, Relay & DIO card 
products. info@easydaq.biz 





EASYSYNC 


http://www.easysync.co.uk 

EasySync Ltd sells a wide 

range of single and multi- 

port USB to RS232/R$422 

and RS485 converters at competitive prices. 


ELNEC 


www.elnec.com 
e device programmer 
manufacturer 
e selling through contracted 
distributors all over the world 
e universal and dedicated device programmers 
e excellent support and after sale support 
e free SW updates 
e reliable HW 
e once a months new SW release 
e three years warranty for most programmers 


YOUR ELECTRONICS OPEN SOURCE 


http://dev.emcelettronica.com 
Website full of Projects and Resources for 
Electronics Engineers and DIY. 
e Tutorial pru E 
e Hardware (Schematic . 

& Gerber) 
e Firmware (Asm & С) 
e Reference Design 
Everyone can submit a story as a useful source! 
‘Share for life’ 


FIRST TECHNOLOGY TRANSFER LTD. 

http://www. ftt.co.uk/PICProTrng.html 

Microchip Professional C 

and Assembly 

Programming Courses. 

The future is embedded. 

Microchip Consultant / Training Partner developed 

courses: 

e Distance learning / instructor led 

e Assembly / C-Programming of PIC16, PIC18, 
PIC24, dsPIC microcontrollers 

e Foundation / Intermediate 


First 
Technology 
Transfer Ltd. 


FLEXIPANEL LTD 


www.flexipanel.com 

TEAclippers - the smallest 

PIC programmers in the world, 

from £20 each: 

e Per-copy firmware sales 

e Firmware programming & archiving 

e |n-the-field firmware updates 

e Protection from design theft by subcontractors 


FUTURE TECHNOLOGY DEVICES 
http://www.ftdichip.com 


FTDI designs and sells 

USB-UART and USB-FIFO 

interface i.c.’s. 

Complete with PC drivers, 

these devices simplify the task of designing or 
upgrading peripherals to USB 

LONDON ELECTRONICS COLLEGE 
Vocational training and education 

for national qualifications in 

Information Technology (BTEC First National, 
Higher National NVQs, GCSEs and GCEs). Also 


http://www.lec.org.uk | Е Г 
Electronics Engineering and 
Technical Management and Languages. 


LCDMOD KIT 


http://www.Icdmodkit.com 
Worldwide On-line retailer 
e Electronics components 
e SMT chip components 

e USB interface LCD 

e Kits & Accessories 

e PC modding parts 

e | CD modules 
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products and services directory 


MQP ELECTRONICS 


www.mqp.com 
e Low cost USB Bus Analysers 

e High, Full or Low speed captures 

e Graphical analysis and filtering 

e Automatic speed detection 

e Bus powered from high speed PC 

e Capture buttons and feature connector 
e Optional analysis classes 


OBD2CABLES.COM 


http://www.obd2cables.com 

e Thousands of OBD cables and connectors in 
stock 

e Custom cable design and manufacturing 

e OBD breakout boxes and simulators 

e Guaranteed lowest prices 

e Single quantity orders OK 

e Convenient online ordering 

e Fast shipping 

Visit our website, or email us at: 

salesobd2cables.com 


ROBOT ELECTRONICS 


http://www.robot-electronics.co.uk 
Advanced Sensors and Electronics for Robotics 
e Ultrasonic Range Finders 

e Compass modules 

e |nfra-Red Thermal sensors 

e Motor Controllers 

e Vision Systems 

e Wireless Telemetry Links 


ROBOTIQ 


http://www.robotig.co.uk 


e Computer Control 
Internet Technical Bookshop, 


Build your own Robot! vv 
Fun for the whole family! Ш> | 4 
Se, vin. 

“Ёл 

e Radio Control 

e Tank Treads 

1-3 Fairlands House, North Street, Carshalton, 

Surrey SM5 2HW 


e MeccanoTM Compatible 
e Hydraulics 
email: sales@robotig.co.uk Tel: 020 8669 0769 


RADIOMETRIX 


www.radiometrix.com 

The leading global developer 

of ISM band, low power radio 

modules for wireless data transmission: 

e Transmitters e Receivers e Transceivers 
e RF modems • Evaluation Kits 


WWW. 
elektor. 


SCANTOOL.NET 


http://www.scantool.net 
ScanTool.net offers a complete line 


of PC-based scan tools for under £50. 


e 1 year unconditional warranty 
e 90 day money back guarantee 


e For use with EOBD compliant vehicles 


e Fast shipping 

e Compatible with a wide range 
of diagnostic software 

Visit our website, or email us at: 

sales@scantool.net 


USB INSTRUMENTS 


http://www.usb-instruments.com 
USB Instruments specialises 

in PC based instrumentation 
products and software such 

as Oscilloscopes, Data 

Loggers, Logic Analaysers 

which interface to your PC via USB. 


VIRTINS TECHNOLOGY 
www.virtins.com 

PC and Pocket PC based 
virtual instrument such 

as sound card real time 
oscilloscope, spectrum 
analyzer, signal generator, 
multimeter, sound meter, 
distortion analyzer, LCR meter. 


COIT! 


SHOWCASE YOUR COMPANY HERE 


Elektor Electronics has a feature to help * For just £220 + VAT (£20 per issue for image - e.g. a product shot, a screen shot 

customers promote their business, eleven issues) Elektor will publish your from your site, a company logo - your 

Showcase - a permanent feature of the company name, website address and a choice 

magazine where you will be able to showcase 30-word description 

your products and services. * For £330 + VAT for the year (£30 per 
issue for eleven issues) we will publish 
the above plus run a 3cm deep full colour 


e Embedded Controllers Free to download and try. 





Places are limited and spaces will go on 
a strictly first come, first served basis. 
So-please fax back your order today! 


pem to promote my company, please book my space: | 

e Text insertion only for £220 + VAT * Text and photo for £330 + VAT 

МЕн ———Í————— ORGANISATION: уулын ныны 

JOB TILE ороо не ноа оноо онен 
PI NOMS оло ос E m m 
————————— ÍÀ——— ——— jp c———————————————  ""———————U—n 
PLEASE COMPLETE COUPON BELOW AND FAX BACK TO 00-44-(0)1932 564998 

d OL Nd MAME PTT c———— ——————————————————Á"—Ó—Á"—— 
EBD UR t ————————————————————— — P 

ОИ OO IE EI VON PT —————— M —" 
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SHOP BOOKS, CD-ROMs, KITS & MODULES 


Going Strong V 


Remote control 


A world of electronics eei 


Е | usi bile ph d 
from a single shop! үз шомы жай ait 


but many systems on sale suffer from im- 





perfections. This ingenious new design 
combines powertul capabilities with low 
technical overheads. It has programma- 
ble AC mains switching outlets plus sta- 
tus reports by text message and 
alarm-activated delivery of GPS data. 
Remote control by mobile was never eas- 


ier, cheaper or more reliable! 


Kit of parts, incl. PCB, programmed 
controller and all parts 


Art. # 080324-71 • £54.00 • USS 99.00 





Communicating with CAN 
(October 2008) 


The CAN (Controller Area Network) pro- 
tocol was originally developed for use in 
the automotive sector. It is now over 20 
years old, but is still frequently used the- 
se days. It was specially designed for use 
in environments where you have a lot 
of electromagnetic interference. Despi- 
Elektor SMT Reflow Oven te the fact that the CAN protocol is a se- 
(October 2008) rial protocol, it can't just be connected to 
(the serial port of) a computer. The all- 
From now on, "anyone can play SMD". The Elektor SMT reflow oven will faithfully handle most round USB-CAN adapter described in last 
if not all your soldering of projects using surface mount devices (SMDs). The oven is particularly month's Elektor is a compact and simple 
suited for use not just in Colleges, workshops, clubs and R&D laboratories, but also by the advan- solution. With the help of the accompan- 
ced electronics enthusiast. This precious workbench tool is at home where SMD boards have to be ying software you can follow all data com- 
produced to a variety of requirements on size, components and soldering materials. The Elektor munications taking place and carry out 
SMT reflow oven is fully menu controlled. Apart from the handle on the drawer giving access to operations such as filtering and storage 


the PCB tray, the user interface consist of an LCD and five buttons on the front panel. at the flick of a (mouse) switch. 


Size: 418 x 372 x 250 mm (16.5 x 14.6 x 10 inch) PCB, partly populated 


Art. # 080663-91 • £882.00 • USS 1525.00 Art. # 071120-71 • £54.90 • USS 109.80 





Prices and item descriptions subject to change. E. & O.E 
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DCC Command Station 


(September 2008) 


Electronics is making more and more in- 
roads into the domain of model trains. 
Trains are now controlled with digital 
codes, and in many cases the entire sys- 
tem can be operated from a computer. 
Elektor presents a design for the device 
that forms the heart of a digitally control- 
led model railway: the DCC Command 
Station. The computing power in this de- 
sign is provided by a highperformance 
ARM7 processor. 


Kit of parts incl. programmed ARM 
module 


Art. # 070989-71 * £88.50 * USS 177.00 


DigiButler 
(May & April 2008) 


A low-cost home automation server 
based on a Freescale Coldfire 32-bit mi- 
crocontroller. The project has been de- 
signed with open source in mind and 
doubles as a powerful Coldfire develop- 
ment system using free CodeWarrior soft- 
ware from Freescale. DigiButler activates 
electrical appliances in and around the 
home, accepting on/off commands from 
a WAP phone, through an Ethernet net- 
work or via a webpage at an allocated IP 


address and with full access security. 


Kit of parts including SMD-stuffed PCB, 
programmed microcontroller, all leaded 
parts and CD-ROM containing both 
Elektor articles, TBLCF documentation, 
datasheets, application notes and source 
code files. 


Art. # 071102-71 • £29.00 • USS 58.00 
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A DIY system made from recycled components 


Design your own 


Embedded Linux 


control centre on a PC 


This book covers a do-it-your-self system 
made from recycled components. The 
main system described in this book re- 
uses an old PC, a wireless mains outlet 
with three switches and one controller, 
and a USB webcam. All this is linked to- 
gether by Linux. This book will serve up 
the basics of setting up a Linux environ- 
ment — including a software develop- 
ment environment — so it can be used as 
a control centre. The book will also guide 
you through the necessary setup and 
configuration of a webserver, which will 
be the interface to your very own home 
control centre. All software needed will 
be available for downloading from the 


Elektor website. 


234 pages * ISBN 978-0-905705-72-9 
£24.00 * USS 48.00 





More information on the 
Elektor Website: 


www.elektorcom 


Elektor 

Regus Brentford 

1000 Great West Road 
Brentford 

TW8 9HH 


United Kingdom 
Tel.: +44 20 8261 4509 
Fax: +44 20 8261 4447 


Email: sales@elektor.com 
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From LED to graphical LCD 


Universal Display Book 
for PIC Microcontrollers 


This book begins with simple programs to 
flash LEDs, and eventually by stages to use 
other display indicators such as the 7-seg- 
ment and alphanumeric liquid crystal dis- 
plays. As the reader progresses through the 
book, bigger and upgraded PIC chips are 
introduced, with full circuit diagrams and 
source code, both in assembler and C. A 
tutorial is included using the MPLAB progra- 
mming environment, together with the PCB 
design package and EAGLE schematic to 


enable readers to create their own designs. 


192 pages * ISBN 978-0-905705-73-6 
£23.00 * USS 46.00 


PIC Microcontrollers 





Silent alarm, poetry box, night buzzer and more 


PIC Microcontrollers 


This hands-on book covers a series of 
exciting and fun projects with PIC micro- 
controllers. You can built more than 50 
projects for your own use. The clear expla- 
nations, schematics, and pictures of each 
project on a breadboard make this a fun 
activity. The technical background infor- 
mation in each project explains why the 
project is set up the way it is, including the 
use of datasheets. Even after you've built 
all the projects it will still be a valuable 


reference guide to keep next to your PC. 


446 pages * ISBN 978-0-905705-70-5 
£27.95 * USS 55.90 








Computer Vision 
Principles and Practice 
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Principles and Practice 


Computer Vision 


Computer vision is probably the most ex- 
citing branch of image processing, and the 
number of applications in robotics, auto- 
mation technology and quality control is 
constantly increasing. Unfortunately enter- 
ing this research area is, as yet, not simple. 
Those who are interested must first go 
through a lot of books, publications and 
software libraries. With this book, however, 
the first step is easy. The theoretically 
founded content is understandable and is 


supplemented by many examples. 


320 pages * ISBN 978-0-905705-71-2 
£32.00 * USS 64.00 
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5.0, 6.0, VBA, .NET, 2005 
Visual Basic for Electronics 
Engineering Applications 


This book is targeted towards those 
people that want to control existing or 
self-built hardware from their com- 
puter. After familiarizing yourself with 
Visual Basic, its development environment 
and the toolset it offers are discussed in 
detail. Each topic is accompanied by 
clear, ready to run code, and where nec- 
essary, schematics are provided that will 


get your projects up to speed in no time. 


476 pages * ISBN 978-0-905705-68-2 
£29.95 * USS 59.90 


Prices and item descriptions subject to change. E. & O.E 
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Software Tools & Hardware Tips 


Ethernet Toolbox 
This CD-ROM contains all essential in- 


formation regarding Ethernet interfaces! 
Ethernet Toolbox includes a collection of 
datasheets for dedicated Ethernet inter- 
face ICs from many different manufac- 
turers. It provides a wealth of information 
about connectors and components for the 
physical layer (PHY) and specific software 
tools for use with the Ethernet (Software). 
To help you learn about the Ethernet in- 
terfaces, we have compiled a collection 
of all articles on this topic that have ap- 
peared in Elektor and complemented 
them with additional documentation and 
links to introductory articles on Ethernet 


interfaces. The documents are PDF files. 


ISBN 978-90-5381-214-3 • £19.50 • USS 39.00 





Modern technology for everyone 


FPGA Course 


FPGAs have established a firm position in 
the modern electronics designer's toolkit. 
Until recently, these 'super components' 
were practically reserved for specialists in 
high-tech companies. The nine lessons 
on this courseware CD-ROM are a step 
by step guide to the world of Field Pro- 
grammable Gate Array technology. Sub- 
jects covered include not just digital logic 
and bus systems but also building an 
FPGA webserver, a 4-channel multimeter 
and a USB controller. The CD also con- 
tains PCB layout files in pdf format, a 
Quartus manual, project software and 


various supplementary instructions. 


ISBN 978-90-5381-225-9 • £14.50 • USS 29.00 


More than 68,000 components 


ECD 4 


The program package consists of eight 
databanks covering ICs, germanium and 
silicon transistors, FETs, diodes, thyristors, 
triacs and optocouplers. A further eleven 
applications cover the calculation of, 
for example, LED series droppers, zener 
diode series resistors, voltage regulators 
and AMVs. A colour band decoder is in- 
cluded for determining resistor and in- 
ductor values. ECD 4 gives instant access 
to data on more than 68,000 compo- 
nents. All databank applications are fully 
interactive, allowing the user to add, edit 
and complete component data. This CD- 
ROM is a must-have for all electronics 


enthusiasts. 


ISBN 978-90-5381-159-7 • £17.50 • USS 35.00 


All articles published in 2007 


Elektor 2007 


This CD-ROM contains all articles pub- 
lished in Elektor Volume 2007. Using the 
supplied Adobe Reader program, articles 
are presented in the same layout as 
originally found in the magazine. An 
extensive search machine is available to 
locate keywords in any article. The instal- 
lation program now allows Elektor year 
volume CD-ROMs you have available to 
be copied to hard disk, so you do not 
have to eject and insert your CDs when 


searching in another year volume. With 


this CD-ROM you can produce hard copy 


of PCB layouts at printer resolution, adapt 
PCB layouts using your favourite graphics 
program, zoom in / out on selected PCB 
areas and export circuit diagrams and 


illustrations to other programs. 


ISBN 978-90-5381-218-1 • £17.50 • USS 35.00 
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December 2008 (No. 384) £ USS 


PLDM 

071129-1 ...... Printed circuit board .......................... ss. 5.00.......... 9.50 
Hi-fi Wireless Headset 

080647-1 ...... Printed circuit board: Transmitter....................................... 7.90........15.80 
080647-2 ...... Printed circuit board: Кесеїүег............................................ 7 90........15.80 


LED Top with Special Effects 
080678-71 .... Kit of parts incl. SMD-stuffed PCB 


and programmed controller ...................................... see www.elektor.com 
November 2008 (No. 383) 
Motorised Volume Pot 
071135-41 .... Programmed controller ATMEGA8-16PU .......................... 5.90........11.80 
Speed Camera Warning Device 
080615-1...... Printed circuit board ........................ sss 15.50........31.00 
080615-41 .... Programmed controller PIC] 6F876A-I/SO ....................... 11.80........23.60 
Remote Control by Mobile Phone 
080324-1...... Printed circuit board ....................... sss 17.80........35.60 
080324-41 .... Programmed controller ATMEGA8-16PU .......................... 5.90........11.80 
OSU. Kitt cits TUS GD eM коко ы 54.00........99.00 
Tracking Hot Spots 
080358-1 ...... Printed circuit боаг@........................................................... 9.10........18.20 
ATmega meets Vinculum 
071152-91 .... VDIPT module............................— лдама и 22.50........45.00 
October 2008 (No. 382) 
Communicating with CAN 
071120-71 ....PCB, partly рориаїе@...................................................... 54.90......109.80 
Elektor SMT Precision Reflow Oven 
080663-91 .... Ready to use oven (230VAC only) ................................... 882.00....1525.00 
Multi-purpose GPS Receiver 
070309-41 .... Programmed controller PICT8F2520................................ 11.60........23.20 
ATM18 Relay Board and Port Expander 
071035-72 .... Relay PCB with all components and relays....................... 36.90........73.80 
071035-95 .... Port Extension PCB, populated with SMD ........................ 13.40........26.80 
RF Sweep Frequency Generator / Spectrum Analyser 
040360-41 .... Programmed controller ATmegun6535 ............................. 21.80........43.60 
September 2008 (No. 381) 
DCC Command Station 
070989-71 .... Kit of parts incl. programmed ARM module...................... 88.50......177.00 


July/August 2008 (No. 379/380) 


Solar-powered Automatic Lighting 


080228-41 .... Programmed controller PIC] 2C671 .................................... 9.00........18.00 
Battery Discharge Meter 

070821-41 .... Programmed controller PIC] 6F676-201/P ......................... 5.90........11.80 
070821-42 .... Programmed controller PIC16F628-20/P........................... 9.00........18.00 
Operating Hour Counter 

070349-41 .... Programmed controller PICT2F683.................................... 5.90........11.80 
Energy-efficient Backlight 

080250-41 .... Programmed controller ATmega32.................................. 22.50........45.00 
Deluxe ‘123’ Game 

080132-41 .... Programmed controller ATmega8-PU............................... 9.00........18.00 
Reaction Race using ATtiny13 

080118-41 .... Programmed controller ATtinyT3....................................... 4.90.......... 9.80 
Underwater Magic 

071037-41 .... Programmed controller AT90S8515P................................ 14.90........29.80 
Flowcode for Garden Lighting 

080113-41 .... Programmed controller PICT6F88.................................... 11.90........23.80 
Tent Alarm 

080135-41 .... Programmed controller ATtinyT3V.................................... 4.90.......... 9.80 
Programmable Servo Driver 

080323-41 .... Programmed controller PICT2F675................................... 5.90........ 11.80 
Simple USB AVR-ISP Compatible Programmer 

080161-41 .... Programmed controller ATmegua8- 16AU......................... 11.90........23.80 
Intelligent Presence Simulator 

080231-41 .... Programmed controller PIC12C508.................................... 5.90........ 11.80 


12/2008 - elektor 





Embedded Linux Control Centre 
ISBN 978-0-905705-72-9 ............... £24.00.....US$ 48.00 


PIC Microcontrollers 
ISBN 978-0-905705-70-5 ............... £27.95.....U$$ 55.90 


309 Circuits 


ISBN 978-0-905705-69-9 USS 41.90 


ECD 4 


ISBN 978-90-5381-159-7 ............... £17.50..... USS 35.00 


Ethernet Toolbox 
ISBN 978-90-5381-214-3 ............... £19.50.....US$ 39.00 


DigiButler 
Art. # 071102-71 USS 58.00 
Elektor SMT-oven 


Art. # 080663-91 £882.00 USS 1525.00 


Kits & Modules 


DCC Command Station 
Art. # 070989-71 £88.50.. US$ 177.00 


Order quickly and safe through 
www.elektorcom/shop 
or use the Order Form near the end 





of the magazine! 
Elektor 
| e kt Q r Regus Brentford 
1000 Great West Road 
S [=] О p Brentford TW8 9HH ° United Kingdom 


Tel. +44 20 8261 4509 
Fax +44 20 8261 4447 
Email: sales@elektor.com 





ча SNEAK PREVIEW 








Mini FM radio 


Nowadays miniature FM radios are integrated into all sorts of devices, such as mobile phones and MP3 players. NXP has 
a very nice little IC in its product line for anyone who wants to build a simple DIY receiver: the TDA702IT. This is a 16-pin 
SMD, and we have designed a small PCB that makes it easier to put everything together. The full receiver measures only 
3.2 x 2.7 cm, but it delivers surprisingly good sound quality despite its compact size. 


Meeting cost meter 


Especially in these troubled economic times, it's a good idea to avoid wasting money. In 
many companies, people are trying to work more efficiently in many different ways in 
order to keep costs (including labour costs) better under control. Long meetings, which can 
easily consume several hours of the working time of dozens of highly-paid employees, are 
notorious ‘cost guzzlers’. In many cases, meetings can be conducted much more efficiently. 
To help you keep an eye on the actual meeting cost, we have designed a special meter that constantly shows the total cost of the meeting on a large display. The number of partici- 


pants and their hourly rates can be set by a knob. 





Article titles and magazine contents subject to change, please check ‘Magazine’ on www.elektor.com 


Elektor on the web 





Stand-alone SDR receiver 


In order to receive digital radio broadcasts, you normally need a simple receiver board and a PC to perform the 
complex decoding operations. Although a few commercial stand-alone SDR receivers are available, the selection is 
limited and the quality is often only so-so. Starting with the January issue, we will publish a series of articles that 
show you how to build an SDR receiver using a computer system built around several AVR microcontroller ICs. This 
series also forms a sort of mini programming course for AVR microcontrollers. A true don't-miss feature! 


The January 2009 issue comes on sale on Thursday 18 December 2008 (UK distribution only). 
UK mainland subscribers will receive the issue between 13 and 16 December 2008. 


All magazine articles back to volume 2000 are available online in pdf format. The article summary and parts list (if applicable) can 


be instantly viewed to help you positively identify an article. Article related items are also shown, including software downloads, circuit 


boards, programmed ICs and corrections and updates if applicable. Complete magazine issues may also be downloaded. 


In the Elektor Shop you'll find all other products sold by the 
publishers, like CD-ROMs, kits and books. A powerful search 


function allows you to search for items and references across 


the entire website. 


Also on the Elektor website: 
e Electronics news and Elektor announcements 


e Readers Forum 


e PCB, software and e-magazine downloads 


e Surveys and polls 


e FAQ, Author Guidelines and Contact 
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Description Price each Qty. Total Order Code 


METHOD OF PAYMENT 
(see reverse before ticking as appropriate) 





Universal Display Book 

for PIC Microcontrollers 
Design your own Embedded 
Linux Control Centre on a PC 


C] Bank transfer 


L] Cheque 
(UK-resident customers ONLY) 


L] Giro transfer 








CD-ROM FPGA Course £14.50 
Computer Vision £32.00 
PIC Microcontrollers £27.95 
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Expiry date: 








Verification code: 


Free Elektor Catalogue 2008 





Sub-total Please send this order form to* 


(see reverse for conditions) 


Order For 


Prices and item descriptions subject to change. 

The publishers reserve the right to change prices P&P 
without prior notification. Prices and item descriptions 

shown here supersede those in previous issues. E. & O.E. Total paid Elektor 


Regus Brentford 

1000 Great West Road 
Brentford TW8 9HH 
United Kingdom 


Name 


Tel.: +44 20 8261 4509 
Fax: +44 20 8261 4447 
www.elektor.com 

sales @elektor.com 


Address + Post code 


“USA and Canada residents may (but are not obliged to) 
use $ prices, and send the order form to: 
Elektor US 
PO Box 876 
Peterborough NH 03458-0876 
Date — — Signature Phone: 603-924-9464 
Fax: 603-924-9467 


EL12 E-mail: custservusQelektor.com 2 


Tel. Email 


Yes, | am taking out an annual subscription 
to Elektor and receive a free 
2GB MP3 player*. 


METHOD OF PAYMENT 
(see reverse before ticking as appropriate) 


[| Bank transfer 


Ll Cheque 
(UK-resident customers ONLY) 


[| Giro transfer 


| would like: 


L] Standard Subscription (11 issues) 


|_| Subscription-Plus 
(11 issues plus the Elektor Volume 2008 CD-ROM) 


ГЕГИ FET] 


[| VISA O MSF 
[aa 


INN 


Expiry date: 





* Offer available to Subscribers who have not held a subscription 
to Elektor during the last 12 months. Offer subject to availability. 
See reverse for rates and conditions. 


Verification code: 


Name 





Address + Post code 
Please send this order form to 


Elektor 
Regus Brentford 
1000 Great West Road 


Tel. Email Brentford TW8 9HH 
United Kingdom 


pus 
c 
Li 
- 
co 
E 
ru 
==. 


Date = = Signature Tel.: +44 20 8261 4509 
TTT Fax: +44 20 8261 4447 
www.elektor.com 
EL12 subscriptions 9 elektor.com 





ORDERING INSTRUCTIONS, P&P CHARGES 





Except in the USA and Canada, all orders, except for subscriptions (for which see below), must be sent BY POST or FAX to our Brentford address 
using the Order Form overleaf. Online ordering: www.elektor.com/shop 

Readers in the USA and Canada may (but are not obliged to) send orders, except for subscriptions (for which see below), to the USA address 
given on the order form. Please apply to Old Colony Sound for applicable P&P charges. Please allow 4-6 weeks for delivery. 

Orders placed on our Brentford office must include P&P charges (Priority or Standard) as follows: Europe: £6.00 (Standard) or £7.00 
(Priority) Outside Europe: £9.00 (Standard) or £11.00 (Priority) 


HOW TO PAY 





All orders must be accompanied by the full payment, including postage and packing charges as stated above or advised by Customer Services staff. 


Bank transfer into account no. 40209520 held by Elektor Electronics with ABN-AMRO Bank, London. IBAN: GB35 ABNA 4050 3040 2095 20. 
BIC: ABNAGB2L. Currency: sterling (UKP). Please ensure your full name and address gets communicated to us. 

Cheque sent by post, made payable to Elektor Electronics. We can only accept sterling cheques and bank drafts from UK-resident customers or 
subscribers. We regret that no cheques can be accepted from customers or subscribers in any other country. 

Giro transfer into account no. 34-152-3801, held by Elektor Electronics. Please do not send giro transfer/deposit forms directly to us, but instead 
use the National Giro postage paid envelope and send it to your National Giro Centre. 

Credit card VISA and MasterCard can be processed by mail, email, web, fax and telephone. Online ordering through our website is 

SSL-protected for your security. 


COMPONENTS 





Components for projects appearing in Elektor are usually available from certain advertisers in this magazine. If difficulties in the supply 
of components are envisaged, a source will normally be advised in the article. Note, however, that the source(s) given is (are) not exclusive. 


TERMS OF BUSINESS 





Delivery Although every effort will be made to dispatch your order within 2-3 weeks from receipt of your instructions, we can not guarantee this 
time scale for all orders. Returns Faulty goods or goods sent in error may be returned for replacement or refund, but not before obtaining our 
consent. All goods returned should be packed securely in a padded bag or box, enclosing a covering letter stating the dispatch note number. 
If the goods are returned because of a mistake on our part, we will refund the return postage. Damaged goods Claims for damaged goods 
must be received at our Brentford office within 10-days (UK); 14-days (Europe) or 21-days (all other countries). Cancelled orders All cancelled 
orders will be subject to a 10% handling charge with a minimum charge of £5.00. Patents Patent protection may exist in respect of circuits, 
devices, components, and so on, described in our books and magazines. Elektor does not accept responsibility or liability for failing to identify 
such patent or other protection. Copyright All drawings, photographs, articles, printed circuit boards, programmed integrated circuits, diskettes 
and software carriers published in our books and magazines (other than in third-party advertisements) are copyright and may not be reproduced 
or transmitted in any form or by any means, including photocopying and recording, in whole or in part, without the prior permission of Elektor 
in writing. Such written permission must also be obtained before any part of these publications is stored in a retrieval system of any nature. 
Notwithstanding the above, printed-circuit boards may be produced for private and personal use without prior permission. Limitation of liability 
Elektor shall not be liable in contract, tort, or otherwise, for any loss or damage suffered by the purchaser whatsoever or howsoever arising out of, or in 
connexion with, the supply of goods or services by Elektor other than to supply goods as described or, at the option of Elektor, to refund the purchaser 
any money paid in respect of the goods. Law Any question relating to the supply of goods and services 
by Elektor shall be determined in all respects by the laws of England. 

September 2007 


€ оо ое ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө 9 ө ө ө à ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө € ө ө ө е ө о ө е ө ө ө ө ө е ө ө ө е ө ө ө ө ө € ө ө ө 9 ө ө ө ө ө € ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө е ө ө ө е ө ө ө ө ө ө ө ө ө е ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө о ө à ө ө ө ө ө 9 ө ө ө ө ө ө ө ө ө ө ө ө ө ө 








SUBSCRIPTION RATES FOR ANNUAL SUBSCRIPTION CONDITIONS 
SUBSCRIPTION The standard subscription order period is twelve months. If a 

Standard Plus permanent change of address during the subscription period means 
United Kingdom £44.00 £53.00 that copies have to be despatched by a more expensive service, 
-a no extra charge will be made. Conversely, no refund will be made, 
Surface Mail nor expiry date extended, if a change of address allows the use of 
Rest of the World £58.00 £67.00 a cheaper service. 


Student applications, which qualify for a 20% (twenty per cent) 





Airmail reduction in current rates, must be supported by evidence of stu- 
Rest of the World £74.00 £83.00 dentship signed by the head of the college, school or university 
USA £59.95 ТТТ faculty. О 

Canada €70.95 for special offers A standard Student Subscription costs £35.00, a Student 


Subscription-Plus costs £44.20 (UK only). 

Please note that new subscriptions take about four weeks from 
HOW TO PAY receipt of order to become effective. 

Cancelled subscriptions will be subject to a charge of 25% 
(twenty-five per cent) of the full subscription price or £7.50, 
whichever is the higher, plus the cost of any issues already 
dispatched. Subsciptions cannot be cancelled after they have 
run for six months or more. 





Bank transfer into account no. 40209520 held by Elektor Electronics. 
with ABN-AMRO Bank, London. IBAN: GB35 ABNA 4050 3040 2095 20. 
BIC: ABNAGB2L. Currency: sterling (UKP). Please ensure your full name 
and address gets communicated to us. 

Cheque sent by post, made payable to Elektor Electronics. We can only 
accept sterling cheques and bank drafts from UK-resident customers or 
subscribers. We regret that no cheques can be accepted from customers 
or subscribers in any other country. 

Giro transfer into account no. 34-152-3801, held by Elektor Electronics. 
Please do not send giro transfer/deposit forms directly to us, but instead 
use the National Giro postage paid envelope and send it to your National 
Giro Centre. 

Credit card VISA and MasterCard can be processed by mail, email, 
web, fax and telephone. Online ordering through our website is SSL- 
protected for your security. 


December 2008 





C hristmas £ pecial ) ( fers BE, W /2 
Atlas Star Pack 


Bork design Itd 


Atlas ESR - Model ESR60 


Measure capacitance and ESR! 
Capacitance from 1uF to 22,000uF 
ESR from 0.01 ohms to 20 ohms 
Battery included * Gold plated croc clips 






Atlas DCA and Atlas LCR in Premium Carry Case 


Atlas DCA - Model DCA55 


semiconductor Analyser 
Identifies type and pinout! Connect any way round. 
Measures gain, junction characteristics and more. Features our 
Now with premium strong probes!! unique 


automatic 
Atlas LCR - Model LCR40 


discharge 
| function 
Passive Component Analyser 
Automatic component identification (inductor, capacitor 
or resistor). Auto frequency selection. Measures main 
component value and other parameters too such as the DC 
resistance of inductors automatically Op /, 


Y 
Чә 



































Uniross Aluminium 6 LED Torch 
150mm long 
2 AA Batteries (included) 
Fabric Wrist Strap 
Sealed retail pack 


Atlas LCR Atlas SCR - Model SCR100 Atlas IT - Model UTP05 


Triac and Thyristor Analyser Network Cable Analyser 





see description in main offer 





Automatic cable pattern identification for 
(Triacs and Thyristors) nearly all types of RJ45 based cabling. 
Auto pinout identification. Identifies all types of wiring errors and faults. 
Gate sensitivity testing. Will identify cabling type even if the 
Gate voltage drop measurement wiring has faults or errors. 
Automatic current from: Supplied with 2 intelligent terminators. 
100uA to 100mA. Compatible with “Identified” terminators for 
Tests at 12V regardless of battery easy multiple cable run labelling. 


condition. Supplied with battery and laminated guide. 
Fitted with new premium probes. 


NC battery and user guide. 


Automatic part identification 


uio? Sm 


Peak Electronic Design Ltd, 
West Road House, West Road, 
Buxton, Derbyshire, SK17 6HE. 
tel. 01298 ZOO12 fax. 01298 70046 
wwiwepeakelec:couk sales@peakelece.co.uk 


Our new autorouter will 
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in less than 5 minutes! 


All levels of the Proteus Design Suite now include a world 
class fully integrated shape based autorouter at no additional cost. 


The Proteus Design 5uite also incorporates: 







m Professional schematic capture ш Highly configurable design rules 

m Publication quality schematics ш Interactive design rule checking 

ш Fully configurable bill of materials m Polygonal and split power planes 

ш Large component libraries for both m RS274X, Excellon and ODB++ 
simulation and PCB layout database export 

= Mixed mode SPICE circuit simulation = 3D Viewer with 3DS Ep ^ 

= Co-simulation of PIC, AVR, 8051 and and DXF export. e$ 42 Tt 


ARM microcontroller firmware Ps Ж/А. u 
m Automatic component placement and COE mum ж ЫИ] 
gateswap optimization 






Prices start from just £150 - visit our website 
for full details or to download a free demo. 


En nr ЕЛЛА www. labcenter.com 


Electronics 


Labcenter Electronics Ltd. 53-55 Main Street, Grassington, North Yorks. BD23 SAA. 
Registered in England 4692454 Tel: +44 (0)1756 753440, Email: info@labcenter.com *exc. VAT & delivery 


